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Buenos Aires, The Exhibition 
in, 20, 393, 733, 1111 

Buenos Aires transport project, 587 

Buenos Aires tube scheme, The, 779 

Buildings, Electricity — to large, 
by W. J. Jeffery, 27: 

Bunker fires, 919 . 

Bury power station extensions, 623 
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Bus-bars and The design 
of, by H. E. Hutte 

Bus-bars, Joints for alemiaiom, by 
W. E. Warner, 159 

Business Efficiency + 443 

Business, Forecasting, 1 

Business research and forecasting, by 
J. A. Crabtree, 

Business, Scientific, 854 

“ Buy British goods,” 17, 298 


t ABLE contract, A Dundee, 822 


Cable, Corona-resistent, 1067 

Cable, Dundee and foreign, 1029 

Cable for Sydney, Siemens, 588 

Cable industry, Progress in the, by 
Cc. Beaver, 1006, 1052 

Cable jointing, 452 

Cable jointing, Electric, by L. A. 
Gripper, 584, , 677 

Cable, Large Italian power, 306 

Cable-making industry, Wages in the, 
17, 207, 392, 825, 1057 

Cable | manufacture in Australia, 495, 


Cable operation, American, 786 
ae Earth temperatures and, 


Cable research, 1046 

Cable sheaths, Alloy for, 919 

Cable syndicates, German, 392 
Cable-testing installation, A, 224 

Cable water-immersion tests, 833 
Co across an Irish lough, Laying, 


Cables for the Central Board, 493 

Cables, Huli and German, 253 

Cables, Machine-laid, 622 

Cables, Ojil-filled electric, by R. E. 
Horlty, 137 

Cables, Triangular electric, 216 

Callender cable for abroad, 164 

Canada, Electro-metallurgical progress 


in, 
Canada, Hydroelectric development in, 


Canada, New Eur 
porated in, 
Canada, The seats trade position 

in, by A. L. Barnes, 
Canada, The resources 
of, 1067 
Canada: The situation reviewed, 1 
Canadian contract for Canadian com- 
pany, 684 
Canadian cookers for Ireland, 17 
Canadian electrical code, The, 496 
Canadian electrical developments, 723 
Canadian electrical market, The, 
Canadian hydro-electrical development, 


n company incor- 


Canadian mineral resources, 536 

Canadian tariff, The, 540, 867, 1055 

Candle-power standard, A new, 694 

Carbonisation at Dunston, Coal, 810 

Cardboard boxes, &c., Marking of im- 
ported, 

“Carola’’ photo-electric cells and 
vacuum relays, 611 

Carreras factory, 102, 

Cast-iron melting, 612 

Catalogues for Zealand, 

Electricity the manufacture 
ol, 

Census of Picaicting, The next, 18 

Central Board, Cables for the, 493 

Central Board’s activities, The, 117 

Central Electricity Board, 453, 710 

Central Electricity Board—Annual re- 
port, The, 756, 796 

Central Electricity 346, 


, 1060, 
Central Electricity Board, Transformers 
for the, 590 
Central Electricity Board wayleaves, 
1010 


Central European electrical trade, 442 
Ceylon, Crossleys in, 344 

Ceylon, Hydroelectric schemes in, 74 
Ceylon, Radio in, 75 

Ceylon’s electrical imports, 933 
Chadwick Trust lectures, 390 
Change-over at Walton, The, 823 
Channel Tunnel, The, 551 

Charges, Additional, 426 

Charges, London electricity, 636 
Charging plugs and sockets, B.S.S. for, 


Charing Cross station lighting exhibit, 


Cheap energy, Co-operation and, 194 
oar rail travel, by J. W. Parker, 


Chester, Showroom extension at, 1108 
Chile, Electrical imports of, 

Chile, Engineering in, 571 

Chile, Foreign enterprise in, 65 
Chile, Information regarding, 540 
Chilean market, The, 1178 

China, The situation in, 702 

Chinese contract, A, 779 

Chinese electricity supply regulations, 


1031 
Chloride Works Committee, The, 393 
Chrome, Electrolytic deposits of, 27 
Church-lighting installation, A, 964 
Church-lighting problems, 928 
Cigarette factory electrical installation, 
A large, 102, 172 
Cinema, Electrical consultant for a 
large, 
Cinema lighting scheme, A, 25 
Cinema eafety device, 27 
Circuit breaker, A large oil, 25 
Circuit breakers and air-break 
switches, B.S.S. for, 1130 
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City Notes— 
Adelaide Electric Supply Co., 175, 


837 
Aeonic Radio, 1040, 1071, 1208 
Aldershot Gas, Water and District 
Lighting Co., 221, 359 
Allen (Edgar) & Co., 1209 
Allen-Liversidge, ‘129 
Elektricitats Gesellschait, 


Altrincham Electric Supply, 79, 1071 
—e Corporation, 175, 220, 


American and Foreign Power Co., 

508, 1165 

American Commonwealth Power Cor- 
poration, 2 

American issue, Large, 78 

American Te ~ and Telegraph 
Co., 508, 

Anchor Cable Co., 1071 

Andhra Valley Power Supply 


30, 265 
a Telegraph Co., 745, 


Anglo-Argentine Tramways Co., 1209 
Anglo-Portuguese Telephone Co., 601, 


650, 924 
Arrol, Sir William, & Co., 651 
Associated Electricat Industries, 
745, 791, 878, 1165 
Associated Gas and Electric System, 


Associated Telephone and Telegraph 
Co., 1165 

Atlas Electric and General Trust, 175 

Austrian companies, 745, 837, 1041 

Automatic Telephone Manufacturing 


508, 
Avery, “w. & T., 31 
Babcock & Wilcox, 745, 790, 880 
Bahia Tramway, Light and Power 
., 1121 
The, 508, 555, 


Traction, Light and 
Power Co., 358, 

Bath Electric Tramways, 698 

ae companies, 555, 699, 745, 


Belt Telephone Co. of Canada, 508 

Bengal Telephone Corporation, 78 

Birmingham and District Investmeut 
Trust, 880, 1072 

Bogota Telephone Co., 78 

Boston and District Electric Supply 
Co., 1121 

Bournemouth and Poole Electricity 
Supply Co., 651, 880, 

Brazilian Traction, Light and Power 
Co., 129, 745, 

Bridgwater and District Supply 
and Traction Co., 924 

Tramways and Carriage Co., 


British Aluminium Co., 555, 602, 650 
British and International Utilities, 


1072 

British Columbia Electric Railway 

British ‘Columbia Power Corporation, 
555, 1072 

British Electric Traction Co., 925, 
1164 


British Engine, Boiler and Electrical 
Insurance Co., 1 

British Insulated Cables, 553, 600 

British Power and Light Corpora- 
tion, 837, 881 

British Radio Gramophone Co., 969 

British Radiostat Corporation, 30 

Thomson-Houston Co., 744, 


British Vacuum Cleaner and En- 
gineering Co., 

Brompton and Kensington  Elec- 
— Supply Co., 359, 407, 650, 


Bruce Peebles & Co., 554, 602, 649 
Brush 27 Engineering Co., 


, 924, 
Cable Telephone and General Trust, 
457, 507, 836, 880, 1 
Calcutta Electric Supply ra- 
tion, 79, 128, 175, .- 880, 968 
Calcutta Tramways Co., 1164 
Callender’s Cable and Construction 
Co., 1120, 1 
Cambridge Electric Co es, 150 Co., on 
Cammell Laird & 
969, 1071 
Canadian General Electric Co., 359, 
745, 1072 
Canning, W., & Co., 509 
Cape Electric Tramways, 1071 
— Electric Supply Co., 744, 


Cawnpore Electric Supply Corpora- 
tion, 880, 

Ceara Tramway, Light and Power 
Co., 30 

~~“ Electricity Board issue, The, 

Charing Cross Electric Supply Co., 
359, 507 

Chelsea Electricity Supply Co., 509, 
698, 

Chili Tele Co., 

Chiswick Flectricity Corpora- 
tion, 359, 508 

Chloride Electrical Storage Co., 969, 
10, 1070 

City, Electric Light Co. (Brisbane), 

City of Buenos Ayres Tramways 
(1904), 265, 837 

wee of London’ Electric Lighting Co., 


650 
Clare” Chapman & Co., 358 
Clifford, Charles, & Son, 


City Notes—continued. 


Clyde 4 Electrical Power Co., 
Colne ‘Valley Electric Supply Co., 
1071 


Compania _Hispafio-Americana de 
Slectricidad, 1071 

a struck off the Register, 
8, 264, 358, 602, 698, 969, 1041 

Consolidated Gas, Electric Light and 
Power of Baltimore, 358 

Telephone Co., 602, 


Supply Co., 554, 791, 


County of Durham Electrical Power 
Distribution Co., 555 

County of London Electric Supply 
Co., 603, 698, 790 

Craigpark Electric Cable Co., 880 

Crossley Bros., 359 

Croydon Cable Works, 554 

Czecho-Slovakian company, 603 

Davis & Timmins, 457, 

Delhi Electric Supply and Traction 
Co., 175, 1209 

Direct "Spanish Telegraph Co., 603, 
1040 


Dubilier Condenser Co. (1925), 881 

Tramways Co., 265, 
4s 

Dudley, and District 
Electric Traction Co., 1071 

Dundee, Broughty Ferry and Dis- 
trict Tramways Co., 1071 

Dutch companies, 79, 

East African Power and Lighting 
Co., 79 

Eastern’ Telegraph Co., 555, 1165 

Ebonite Container Co., 

Edison Swan Electric Co., 699, 790 

Einstein’s Electro-Chemical Process, 


791, 880 

Electramonic Co., 1040, 1165 

Electric and General Investment 
Co., 1165 

Electric Construction Co., 1041, 1071, 
1120 


Electric Furnace Co., 1040, 1070 
—. Supply Corporation, 1121, 


Electrical and Industrial Invest- 
ment Co., 
Electrical Distribution of Yorkshire, 


Electrical Finance and Securities 


Co., 924 
Electrolytic Zinc Co. of Austra- 
lasia, 
Enfield Cable Works, 456, 650 
English Electric Co., 264, 405, 455, 
744, 789, 1121, 1165 
English Electric Co. of Canada, 1121 
Ericsson Telephones, 508, 601 
European combine, A large, 924 
Everlite, 744, 
Ever-Ready Co. (Great Britain), 836, 


1120 
Ever-Ready Trust and Finance Co., 
Ferranti, 881, 968 

Fifé Electric Power Co., 313 

Fife . Light and Power Co., 


Foots “Cray Electricity Supply Co., 
1072 PP 


Foundation Co., 78 

French Babcock & Wilcox Co., 651 

French companies, 79, 407, 509, 837, 
1041, 1072, 

Gateshead and District Tramways 


Co., 836 
General Electric Co., Ltd., 1164, 1209 
General Electric Co. OS 744 
German anies, 1 


555, 
1041, 1165 
rman issue in New York, 603 
German loan in America, 221, 
Glenfield & Kennedy, 104 
Globe Telegraph and Trust Co., 1209 
Great Northern = raph Co., Ltd., 
of Denmark, 
Greengate and Rubber Co., 


603 
Greenwood & Batley, 1121, 1209 
Hall, J. & E., 


Harrow Electric Light and Power 
Co., 554 

Haslam & Newton, 553 

Hawkes, O. 457 

Hendon’ Electric Supply Co 

Hick, Hargreaves & Co., 

Hopkinsons, 791, 

Howard & Bullough, 836 

Hydro-Electric ‘Securities Corpora- 
tion, 

Imperial and International Commu- 
nications, 175 

India Rubber, Gutta Percha and 
Telegraph Works Co., 1164 

Indian Radio Telegraph Co., 603 

Aluminium Co., 554, 


+, 


International A ic Telep 

International Combustion, 78 

Paper and Power Co., 


International Telephone and Tele- 
graph Corporation, 265, 554, 
1121, 1165, 1208 

Iron Trades Employers’ Insurance 

Isle of Thanet _E Supply Co 

anet Electric y 
359, , 554 

Italian company, 509 

Italian issue in New York, 359 

Italian loans abroad, 836 

Italy Argentine Electric Co., 880 


City Notes—continued. 

Jarrow and District Electric Trac- 
tion Co., 

Johnson & Phillips, 835, 879 

eee Richard, & Nephew, 969, 

Kalgoorlie Electric Power and Light- 
ing Corporation, 1040 

Keith, James, & Blackman Co., 1165 

Kensington and Knightsbridge Elcc- 
tric Lighting Co., 407, 508, 553 

Keswick Electric Light Co., 699 

Kidderminster and District Electric 
Lighting and Traction Co., 

Kolster-Brandes, 744 

Lanarkshire Traction Co., 1209 

Lancashire Dynamo and Motor Co., 

Lencashire Electric Light and 
Power Co., 10M, 1120 

Lancashire United Transport and 
Power Co., 

Launceston and _ District Electric 


Supply, 

Lewes and District Electric Supply 
Co., 1071 

Lima Light, Power and Tramways 


4 
Lisbon Electric Tramways, 1120, 
1209 
Liskeard Gas and Electricity Co., 
1071 
Liverpool Overhead Railway Co., 
508, 554 


7, 

Lianelly and District Electric 
and Traction Co., 651, 

London Electric Supply 
359, 456, 07 

London Electric. Wire Co. & Smiths, 
744, 790 

London Power Co., 265, 312 

London tramway companies, 405 

Madras Electric Supply Corpora- 
tion; 1120, 1209 

Madras Electric Tramways (1904), 


Mansfield and District Tramways, 
1071 


Marconi International Marine Com- 
munication Co., 

Marco Refrigerators (1929), 554 

Mather & Platt, 359, 407, 456 

Melbourne Electric Supply Co., 221, 
1040 


Mersey Power Co., 555, 
Mersey Railway Co., 358, 406 
Merthyr Electric Traction ‘and Light- 


Metropolitan Electric Cable and 
Construction Co., 358 
Metropolitan Electric Supply Co., 


Metropolitan Railway Co., 265, 357, 
358, 406 


Mexican Ericsson Company, The, 407 

Mexican Light and Power Co., 1164 

Mexico Tramways Co., 1164 

Mid-Cheshire Electricity Supply Co., 
745 


Midland Counties Electric Supply 
456 


Midland Electric Corporation for 
Power Distribution, 555, 601 
Midland Electric Manufacturing Co., 


457 
Mirrlees, Bickerton & Day, 1165 
Montreal Light, Heat and Power 
Consolidated, 603, 836, 1 
Morris, Herbert, 221 
National Electric Construction Co., 


880 
National Gas Engine Co., 
Newcastle and District’ 
Lighting Co., 509, J 
Newcastle- Electric Supply 
Co., 5 
Newmarket Electric Light Co., 745 
New York, Foreign loans in, 745 
North Electric Power 
Supply Co., 357, 
Electric’ Supply Co., 


Electric Light and 
Power Co., , 456 

Northern General’ Transport Co., 
836 


Northern Mexico Power and De- 
ment Co., 555 
North-West Midlands Joint Elec- 
tricity Authority, 79 
Norwich Electric Tramways Co., 359 
Northwood Electric Light and Power 


Co., 1072 
Notting Hill Hill Electric Lighting Co., 
Official re companies, 175, 
358, 880 
Oriental Telephone and Electric 


0., , 879, 969 
Oswestry Electric Lighting and 
Power Co., 602 


Oxford Electric Co., 650 

Para Electric and Lighting 
Co. 

Para Telephone Co., 924 

Penarth Electric Lighting Co., 1121 

Pennsylvania Water and Power Co., 


313, 1072 
Perak | River Hydro-Electric Power 
31, 


Peterborough Electric Traction Co., 
924 


Peters, G. D., & Co., 791 

Philips’ Glow Lamp Works, 881, 968 
Pinchin, Johnson & Co., 650 
Pirelli-General Cable Works, 1209 
Postal Telegraph and Cable Corpora- 
penn Electric Traction Co., 836 
Power Investment Corporation, 969 
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City Notes—continued. 


Power Securities Corporation, 313, 


Prospectuses, 79, 358, 554, 649, 744 

Provincial Tramways Co., ‘651 

Pye Radio, 31, 836, 

uebec Power Co. ,359 

— Electric Tramways and 
Supply Co., 603, 836, 1120 

Ransomes, Sims & Jefferies, 1209 

Recordaphones, 744 

Reductions of capital, 698 

Reyrolle, A., & Co., 651, 743 

Richardson, Westgarth & Co., 968, 

1040 


Richmond (Surrey) Electric Light 
and Power Co., 651, 880, 924 

River Plate Electricity Co., 699 

Rotax (Motor Accessories), 406 

Rothesay Tramways Co., 881 

Rushden my District Electric Supply 
Co. 

Ruston Horasby, 1121 

St. James’ and Pall Mall 
Light Co., 265, 313, 456 

Salisbury Electric Light and Supply 
Co., 602 

Scottish Power Co., 602, 649, 744 

Scottish Southern’ Electric Supply 
Co., 791 

Scottish Tube Co., 602 

Shanghai Electric Construction Co, 
881, 969, 1070 

Shaw, John, & Sons, Wolverhamp- 

8 


Electric 


Shawinigan Water and Power Co., 
313, 407, 1121 

Shoreham and District Electric 
Lighting and Power Co., 602 

Shropshire, Worcestershire and Staf- 
ordshire Electric Power Co., 
359, 457, 507, 

Siemens Bros. & Co., 924, 969, 1039 

Singapore Traction ,Co., 129, 221, 312 

Markets Electric Supply 


South London Electric Supply Cor- 
poration, 603, 790 


South Metropolitan Electric Light 
and Power Co., 651, 790 

South Staffordshire Tramways 
(Lessee) Co., 1071 

South Wales Power Co., 836, 923. 

Sphere Investment Trust, 1041, 1120 


Sternol, 1165 

Stewarts & Lloyds, 651 

Stock Exchange notices, 78, 129, 175, 
265, 358, 406 


Stone, J., & Co., 651 

Swansea Improvements and Tram- 
ways Co., 924 

Swedish companies, 359, 407, 509, 
603, 837, 1072 

Swedish Ericsson Company, The, 968 

Swiss companies, 265, 509, 745, 925 

Tata Hydro-Electric Supply Co., 30 

Tata Power Co., 265 

Tees Power Station Co., 555 

Telegraph Construction and Mainten- 
ance Co., 509, 554, 649 

Thompson, John, 835 

‘Torquay Tramways Co., 508, 650 

Tottenham and District Gas Co., 457 


Traction and General Investment 
Trust, 221, 264 

Turner & Newall, 406 

Tynemouth and _ District Electric 
Traction Co., 508 


Tyneside Investment Trust, 555 

Tyneside and Tramrogads 
Co., 313 

nderground capital, 


New, 1041 
“ Underground ” 


Group, The, 358, 


405, 455 
Urban Electric Supply Co., 836 
Utilities Power and ‘Light Corpora- 
tion, 
Uxbridge and District 
Supply Co., 407 
Venner Time Switches, 649 
Vickers, 457, 555, 
Victoria Falls and Transvaal Power 
Co., 1209 
Ward & Goldstone, 509 
Waste Heat and Gas_ Electrical 
Stations, 407, 457, 


Waygood-Otis, 508, 553 

Wellingborough Electric Supply Co., 
555 

Wemyss and District Tramways Co., 
1040 


Electric 


West Gloucestershire Power Co., 508 

West India and Panama Telegraph 
Co., 31, 129 

West London and Provincial Electric 
and General Trust, 745, 836 

Western Union Telegraph Co., 265, 


699, 
Westinghouse Brake and Saxby Sig- 
nal Co., 313, 406 
Westinghouse Electric and Manufac- 
turing Co., 602 
Westminster Electric 
poration, 265, 358, 
Weston-super- Mare and District Elec- 
tric Supply Co., 1041 
Windermere and District Electricity 
Co., 699 
& Cairns, 881 
} cd Electric Traction Co., 1121 
Yorkshire Electric Power Co., 221, 
312, 357 


Yorkshire 
Tramways Co., 603 

Yorkshire (Woollen District) Electric 
Tramways, 1071 


Supply Cor- 
457 
(West Riding) Electric 


Claims, London electricians’, 824 


Coal-ash haulage locomotive, A novel, 
866 
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Coal by X-rays, Examination of 
incombustible matter in, 135 

Coal carbonisation at Dunston, 810 

Coal, Increased cost of, 478 

Coal Mines Bill, Industry and the, 165 

Coal Mines Bill, The, 238, 

Coal resources, National, 504 

Coal survey report, A, 1106 

Coal wagons, 40-ton, 44 

Coaling plant, Electric, 451 

Collieries and electricity, 550 

Collieries, Electric winding engines for 
Japanese, 07 

Collieries, Electricity generation at 
*rench, 

Colliery electrification, 35 

*“*Colorama ” light symphonies, 230 

Colombia, A report on, % 

Combine, A Spanish electrical, 822 

Combustion process, A new, 559 

Combustion, Submerged, 451 

Combustion, Surface, 598 

Commercial education, 823 

Commercial Electrical Travellers, 442 


Commissioners’ annual report, The, 
28, 50, 91, 114, 184 
Commissioners’ returns for 1927-28, The 


Electricity, by J. Bolton, 431 
Committee-man, The, 1046 
Communication and power engineering, 

by Col. Sir Thomas F. Purves, 518 
Compenantion for displaced employés, 


Competition, by H. R. Taunton, 719 
Competition, Welding, 1066 
Concertina, Wheatstone’s, 116 
Condenser, A large synchronous, 547 
— by chlorination, Cleaning, 


Conference, A consumers’, 897 
Conferences, Forthcoming, 936 
Consular directory: Not official, 735 
Consular Service, The, 1036 
Consumers’ conference, A, 897 
Consumption of electricity in 1929, 1117 
Continental electrical industry, 469 
Continental telephone concern, Ameri- 
can company acquires, 344 
Contract, A Chinese, 779 
Contract, A Dundee cable, 822 
Contract for Canadian gompany, Cana- 
dian, 684 
Contracting industry, 
electrical, 251, 1057, 
Contractor, The electrical, 1181 
Contractors and skyscrapers, by H. R. 
Taunton, 1187 
Contractors as retailers, 63 
Contractors at dinner, Sussex, 909 
Contractors’ Conference, The, 1138 
Contractors co-operate, Registered, 867 
Contractors, Liverpool and registered, 
1 


Wages in the 
1110 


Contractors, Registered 
301, 733, 910, 1151 

Contractors, Registered _electrical—- 
Annual report and meeting of the 
N.R.E.I.C., 841 


electrical, 63, 


Contractors, Scottish electrical, 1108, 
1151, 1177 

Contractors, Taunton and _ electrical, 
253 


Contractors, The registration of, 809 
Contractors, Wallasey and registered, 
1194 


Contracts cancelled, Large electrical, 732 
Contracts, Central Electricity Board, 
346, 393, 442, 686, 1060, 1152 


Contracts Closed— 


Admiralty, 214, 259, 450, 

Ashford (Kent), 594 

Auckland, 352 

Australia, 24, 170, 352, 450, 548, 643, 
873, 1158 

Ayr, 24, 352, 548, 594, 829 

Ayrshire, 829 

Bangor, 123 

Barking, 24, 258, 450, 739 

Barnes, 214, 785, 1035 

Barrow, 501, 691 

Bathgate, 24 

Battersea, 595, 785, 962, 1065, 1203 

Bedford, 1035, 1158 

Belfast, 501 

Be igium, 170, 214, 691, 873, 1035 

Bermondsey, 171, 644, 785 

Bethnal Green, 595 

Bexhill, 594, 829, 1035 

Bexley, 1158 

Birkenhead, 123, 258, 501, 1065 

Birmingham, 72, 873, 1065 

Blackburn, 305, 691, ‘1158 

Bolsover (Chesterfield), 214 

Bolton, 873 

Bombay, 548 

Bournemouth, 594, 1202 

Bradford, 124, 305, 501, 691, 917, 1065 

Brecon, 1115 

Brighton, 170, 258, 399, 594, 1065 

Brisbane, 352 

Burton-on-Trent, 501 

Bury St. Edmunds, 829 

Cairo, 829 

Calne, 214 

Cape Town. 72, 874, 1036 

Carlisle, 917 

Central Flectricity Board, 352, 399, 
450, 691 


Cheltenham, 450 

Chesterfield, 306, 1158 
Christchurch, N.Z.. 352 
Colchester, 548, 691, ‘917, 1035 
Congleton, 829, 873 

Consett, 548 

Coulsdon, 829, 873 
Cowdenbeath (Fifeshire), 917 
Croydon, 214, = 548, 594, 1035 
Dartford, 917, 1115 
Dewsbury, 124, "5, 739, 1115 
Doncaster, 

Dublin, 24, 124, 691, 830, 962 


549, 595 


Contracts Closed—continued. 


Dumfries, 399, 450, 691, 1115 

Durham, 548 

Ealing, 170 

Eastbourne, 72, 124, 450, 691, 1065 

East Ham, 548, 917, 1158 

Egypt, 24, 829 

Eltham, 1035 

Epsom, 1115 

Essex, 501 

Evesham, 24 

Faversham, 829 

Forfarshire, 501 

Franklin, N.Z., 352 

Fulham, 171 

Gainsborough, 1115 

Gillingham, 501 

Glasgow, 124, 214, 258, 306, 399, 501, 

594, 691, 785, 873, ‘962, 1065, 1158 

1065 

Government contracts, 214, 399, 595, 
830, 5, 1202 

Grimsby, 214, 399, 1035 

Guildford, 24, 643, 917 

Hackney, 124, 214, 501 

Halesowen, 548 - 

Halifax, 873, 917 

399, 595, 830, 1036, 


Hampton, 170 

Harpenden, 171 

Hastings, 124, 548, 739, 917 

Hertfordshire, 352° 

Heston and Isleworth, 306 

Holborn, 739 

Hornsey, 214 

Hounslow, 829 

Hove, 739 

Huil, 24, 259, 450, . a 830, 1115 

Ilford, 259, 450, 643, 

likley, 691 

India, 548 

Irish Free 691, 830, 962 

Islington, 171, 

Johannesburg, 1065 

Kensington, 450 

Kettering, 399, 595, 

Lanark, 1065 

Lancaster, 1203 

Leeds, 24, 259, 501, 691, 873, 1115 

Leicester, 259, 399, 1065 

Linlithgow, 24 

Liverpool,.72, 306, 400, 501, 643, 691, 
873, 917, 962 

London’ 24, 72, 124, 171, 214, 259, 306, 
352, 399, “450, 501, 549, 595, 64. 
691. 739, 785, 830, 917, 962, 1036, 
1065, 1115, 1158, 1203 

Lowestoft, 352, 596 

Maidenhead, 450 

Manchester, 72, 124, 306, 450, 501, 691, 
740, 830. 917, 1065, 1158 

Margate, 740 

Marsden, 124 

Melbourne, 24, 352, 

Mirfield, 873 

Newbury, 215, 306 

Newcastle, 259 

Newport Pagnell, 124 

New Zealand, 352 

Northern Ireland, 501 

Oldham, 124, 644, 873, 962, 1115 

Orsett, 873 

Otago, N.Z., 352 

Palestine, 549 

Pelton, 962 

Penistone, 1065 

Perth, 24 

Plymouth, 306, 501, 691, 873, 1065 

Pontefract, 501 

Poplar, 450 

Port Glasgow, 740 

Portsmouth, 306, 549, 740, 962, 1158 

Queensborough, 352 

Reading, 451 

Reigate, 124 

Romford, 596 

Rotherham, 72, 306, 644, 691, 917, 1115 

a Marylebone, 171. 962 
Pancras 39, 739, 962, 1203 

Pater 72, 259, 451, 1065 

Sheffield, 72, 451, 691, 1065 

Shenlev, 644 

Shoreditch 830, 962, 1158, 1203 

Slough, 1065 

Smethwick, 691 

South Africa, 72, 874, 1036, 1065 

Southend-on-Sea. 24, 215, 451, 596, 
830, 1036, 1203 

South Shields. 124, 400, 1115 

Southwark, 124. 1115 

Stepnev, 24, 214, 399, 595, 1036 

Stockport, 549 

Stoke Newington, 171, 352 

Stoke-on-Trent, 259, 451, 644, 1115 

Stoke-on-Trent and Wolstanton, 451, 
785 

Swansea, 171, 352 

Sydney, 24, 170, 450, 873, 1158 

Tamworth, 25 

Tasmania, 643 

Taunton, 1036 

Tenterden, 72 

Torquay, 549, 691 

Tynemouth, 596 

Uruguay, 306, 962 

Walsall, 740 

Warrington, 1036 

Watford, 740, 917 

Wellington, "2. 352 

West Ham, 259 

Westminster, 739 

West Stanley, 962 

Weymouth, 917 

Wimbledon, 501, 549, 644, 691, 874 

Wokingham, 917 

Worthing, 549 

Wrexham, 25 

York, 259, 451 


Contracts, Holophane, 1056 


548, 1158 


Juty 4, 1930. 


Contracts Open— 
Alexandria, 305, 500, 548 
Antwerp, 170, 449, 548, 916 
Argentina, 449, 500, 548, 594 
Army contracts, 71 
Ashford, 
Atherton, 916 
‘Auckland, 72, 829, 873, 916, 962 
Australia, 24, 71, ‘123, 170, 213, 258, 

305, =. 398, 449, 500, 548, 594, 


872, 
961, 1034, 1064, 1114, ‘1157, 1201 
Aylesbury, 548, 594 
Ayr, 2 
Ayrshire, 398 
Barrhead, 351 
Basingstoke. 123, 170, 213, 258 
Bath, 24, 71, 123 
Bedford, 305, 351, 398, 449, 643, 
690, 739, 784, 829, ‘1157, ‘1201 
Belfast, 213, 258, 305, 351, 398, 916, 
962, 1035, 1064, 1114, "1157, 1201 


Belgium, 24, 170, 305, 398, 449, 594, 
643, 690, 739, 784, 916, 1034 
Bethnal Green, 176, 258, 305, 352. 

398, 450, 500, 548, 594, 784, 1157, 


1202 
Bexhill, 500, 548 


548, 594, 643, 690, 739 
Bexley, 258, 305 
Bilston, 784, 


829, 872 
Bingley, 594 


Birmingham, 548, 1114, 1157, 1201 
Blackburn, 305, 351, 449 


Blackpool, 71, 123, 305 
Bolton, 500 

Bradford, 500 

Brentford, 258, 305, 351 


Bristol, 305, 351 

Buenos Aires, 449, 500, 548, 594 

Cairo, 690, 739, 916, 961, 1034, 1064, 
1114, 1157, 1202 

Canada, 1034 

Cape Town, 305, 352, 450, 500, 643, 

691, 739, 785, 829, 873, 916, 962, 
1035, 1064, 1115, 1157, 1202 

Cardiff, 398, 449, 500, 1064, 1114, 1157, 
1201 


Carlisle, 1157, 1201 
Central Electricity a 2, 71, 123, 
170, 213, 258, 305, ‘398, 


500, 548, 594, 643, 78, 784, 829, 
873, 916, 962, 1034, 1064, 1114, 
1157, 1202 

Cheadle and Gatley, 123, 170, 213, 
258, 690, 739, 784, 829, 1157, 1202 

Chile, 123, 170, 1114, 1157, 1201 

Christchurch, N.Z., 643 

Clutton, 170 

Colchester, 

Congleton, 449, 

Copenhagen, 594, 643 

Cowdenbeath, 123, 170 

Cradley Heath, 961 

Croydon, 351, 1157, 1202 

Dalkeith, 500 

Dartford, 690, 739, 916, 961 

Denmark, 594, 643 

Dover, 398 

Dublin, 449, 961 

Dundee, 24, 71, 449, 548, 594. 643, 
6", 739, 784, 872, 916, 961, 1034, 
1064, 1114, 1157 

Durban, 1202 

East Grinstead, 872, 916, 961 

East — 961, 1034, 1064, 1114 

Ebbw Vale, 829, 872 

Eccles, 123, 548, 739, 872, 916 

hg” 305, 351, 398, 449, 500, 

690 


548, 

Egypt, 305, 449, 500, 548, 690, 739, 
784, 916, 961, 1034, 1064, 1114, 
1157, 1202 

Epsom, 784, 829, 872 

Erith, 398 

Farnworth (near 
1157, 1202 

Fife, 643, 690, 872 


Bolton), 916, 961, 


Fulham, 71 

Gainsborough, 784, 829, 872 

Galashiels, 643 

Glasgow, 305, 351, 398, 739, 829, 872, 
961, , 1064 

Gloucester, 916, 961 

Gothenburg, 258 

Grangemouth, 398 

Grimsby, 24, 71, 123 

Halifax, 305, 351 

Hammersmith, 170, 213, 258, 305, 352 

Harrogate, 352, 398, 449, 916, S61 

Hastings, 643, 690, 829, 872 

Heston and Isleworth, 1157, 1202 

Hull, 213, 258, 305, 352, 872, 916, 
961, 1034 

Ilford, 60. 739, 784 

India, 24, 71, 123, 352, 398, 500, 548, 
594, 829, 916, 961, 1034, 1064, 
1157, 1202 


Irvine (Ayrshire), 
Isle of Thanet, 1064 = 
Islington, 24, 71, 123, 170, 213 
Ivory Coast, 916, 962 

Ixelles, 

Johannesburg, 72, = 170, 258, 305, 
352, 450, 500, 548, 829, 873, 916, 
962, 1035, 1064, 1115, 1158, 1202 

Kettering. 213, 258, 352, 398 

Kilkeel, 1157, 1202 

Kippax, 1114 

Kirkealdv, 548 

Latvia, 


123 
Leeds, 213, 258, 305, 1034, 1064, 1114, 
1157 


Leek, 398, 449 
Leicester, 352, 398 
Leyton, 1 


71, 123, 170, 352, 398, 
Liven 739, 916, 962, 1034 


| 

| 

' 

Inve 170, 213 
ee Irish Fre State, 961, 1064 

° 


643, 
1034, 


Jury 4, 1930. 


Contracts Open—continued. 


London, & 71, 123, 170, 213, 258, 
305, 


548, 

643, e00° 739, 784, 829; , 916, 
962, 1034, 1064, 1114, is? 1202 

Louis Trichardt, 72, 123, 170 

Louth, 1157, 1: 

Maidstone, 24, 71 

Manchester, 24, 71, 123, mt 450, 
500, 643, 690, 739, 785, , 873, 
916, 962, 1064, 1114, us?” 

Marlborough, 500 

Melbourne, 24, 71, 123, 170, 213, 258, 
305, 351, 398, 449, 500, 548, 594, 
643, 690, 739, 784, 872, 916, 961, 
1034, 1064, 1114, 1157, 1201 

Middlesbrough, 829, 

Montevideo, 170, 258, 1202 

Morocco, 305 

Mullingar (Co. Westmeath), 1064 

Newcastle-upon-Tyne, 1115, 1157, 1202 

New Delhi, 398, 548 


New Zealand, 24, 72, 123, 170, 213, 

258, 305, 352, 398, 450, 500, 548, 
829, 873, 

916, 962, 1034, 1064, 1115, 1157, 
1202 

Normanton, 548 

Northern Ireland, 258, 916, 962, 1035 

Nottingham, 962, 1035, 1064, 1115 

Ogmore and Garw, 873, nf 962 

Oldham, 398, 450, 1064, 


1115 
Oswestry, 785, 829, 1035, — 115 
Ottershaw (near Chertsey), 829 , 873, 


Palermo, 594 
Perth, 643 
Plymouth, 214, 258, 305, 352, 1157, 


1202 

Portadown, 916, 962 

Port Elizabeth, 643 

Portsmouth, 123, 170, 214, 258 

Prestwich, "305, 352, 398, 450 

Rhondda, 352, 398, ‘450, 500 

Rugby, 214, 208 

Rumania, 

St. Marylebone, 739, 784, 829 

St. Pancras, 548, 594 

Salford, 170, 214, 258, 305, 352, 500, 
1115, 1157, 1202 

Santiago, 123, 170, 1114, 1157, 1201 

Scunthorpe and Frodingham, 1064, 
1115 


Sleaford, 1035, 1064 
—_, Africa, 72, 123, 170, 258, 305, 
398, 450, 500, 548, 643, 691, 

— 785, 829, 873, 916, 962, 1035, 
1064, 1115, 1157, 1202 

Southend-on-Sea, 258, 305, 352, 398 

Staffordshire, 785, 829, 873, 916 

Stalybridge, 24, 72 

Stirling, 398 

Stockport, 258, 305 

Stockton-on- Tees, 962, 1035 

Stoke-on-Trent, 24, 72, 123, 
739, 785, 829, 873, 

Sunderland, 1064, 1115, 1158, 1202 

Sutton Coldfield, 123, 170, 214 

Sweden, 258, 305 

Swindon, 548, 594 

Sydney, 449, 500, 548 

Toronto, 1034 

Tor 1114, 1157, 1202 

Torquay, 214, 258, 352, 398, 450 

Turton (near Bolton), 500 


Uruguay, 170, 214, 258, 1202 
Wakefield, 170 
Walsall and West Bromw ich, 352, 


398 

Walthamstow, 398, 739, 785, 829 

Warrington, "352, 98, 

Warsop and Blackwell, 1064, 1115, 
1158 

Warwickshire, 873, 1035 

Waterford, 500 

Watford, 594 

Wellington, N.Z., 24, 72, 123, 170, 
213, 258, 305, 352, 398, 450, 500, 
548, 594, 643, 690, 739, 785, 829, 
873, 916, 962, 1034, 1064, 1115, 
1157, 1202 

West Ham, 450, 500, 548 

West Hartlepool, 916, 962 

Westhoughton, 

West Lancashire, 501 

Westmeath, 1115, 1158 

Wimbledon, 214, 258, 305 

Wolverhampton, 829, 916, 962, 1035, 
1064, 1115, 1202 

Worksop, 123 

Wrexham, 873 


Contracts, Recent, 20, 66, 116, 164, 
209, 250, 299, 347, 394, 


2, 588, 736, 

912, 1030, 1057, 1108, 1154, 1196 
Contracts, South "African telephone, 

1057 


Control by lamp signals, Traffic, 42 

Control rooms, The design of, by 
. Dean, 54 

Convention at Eastbourne, The 
1.M.E.A., 401, 942, 943, 1015, 1123 

Convention papers, The, 5 

Converting plant, 900 

Conveyor belting, Rubber, by T. W. 
Fazakerley, 5 

Cooker, The standard, 1045 

Cookery and Food Exibition, The, 217 

Co-operation, American-German, 370 

Co-operation and cheap energy, 194 

Co-operation in mines research, 1144 

Co-operation, Swedish-American, 

Co-operation with gas, 426 

Co-operative society’s electrical show- 


rooms, A, 

Co-ordination of London’s passenger 
transport, 

Copper conductors, B.S.S. for hard- 
drawn, 


THE ELECTRICAL REVIEW—/JNDEX 


Copper economy in Russia, 28 
Copper, lead, and rubber prices, 56 
Copper prices, A French manufacturer 


on, 
Copper-steels for transmission towers, 


Corona-resistent cable, 1067 


Correspondence— 

Accumulator charging, by E. A. 
Geoch, 374; Amateur,” 423; 
Guy V. Laycock, 475; Chloride 
Electrical Storage Co., Ltd., 617 

All-electric house, The, by Frank j. 
Moffett, 45, 234; W. T. Wardale, 
143, 526; ‘Reg. H. Rawill, 191 

Alternators for two- or three-phase 
operation, by *‘ Phi,” 617 


American _ vacuum cleaners, by 
“ M.I.E.E.,” 1090 
Australian standardisation, by A. 


Kenneth Wilson, 

Australian tariff effects on electrical 
merchandise, by ‘ Purler,’ 

Automatic electric ‘kettles, by Metro- 
Vick Supplies, 982 

Aylesbury’s rural area and internal 
isolation switchgear, by Arthur 
Ellis, 375 

B.E.A.M.A, and the universities, The, 
by W. F. Dunton, 714, 896, 849, 


606; Whitehead, 849, 
;_C. A. Kershaw, 80; B. 
Wood, 893, 983; Prof.’ W. 
Cramp, 982; E. T. Norris, 1027 
Bells, Electric, by ‘“‘ Bell,” 1178 
Breach of confidence ?, A. by Artofex, 
Engineering Works, Ltd., 666 
charges, by H. Wilson, 


“* Capacitor,” The word, by C. 
400 

Change of system or frequency, by 
“Fairplay,”’ 327; D. Win- 
chester, 37 

Change-over 230 volts, by Wy- 
vern,’ 

City and Guilds examinations, The, 
by J. Peake Sexton, 474, 570; 
H. W. Nelson, 523 

Cleaning of alabaster bowls, The, by 
C,. Turnbull, 142 

Coal Mines Bill, The, by W. B. 


Competition, by ‘‘ One of the Nine- 
teen Time Wasters,” 850; 
** Optimist,’’ 851 

Conditions in Spain, by Spain,” 
617; ‘* Madrid,” 981 

Cookers—and cooking, by “A Con- 
sumers’ Engineer,” 190 

Design of electric cooking apparatus, 
by Alan Williams, 94; 
McKenna, 
E. A. Hall, 143 

of prepayment meters, 
by N. W. Griffiths, 142; Z. C., 
235; A. S. Giles, 278 

Distilled water “batteries, by 
** Watery,” 1223 

Domestic electric light fittings, by 
** Potential Buyer,”’ 759 

Efficiency of conversion, The, by 
“ Weoley,” 422; D. T. J... 422; 
A. G. ‘4a 474; “ Corney,” 523 

Efficient buying, by ‘ Traveller,”’ 45 

Electric bells, by Curtis Manufac- 
turing Co., 1223 

Electric cable-jointing, by ‘* Tillie- 
tudlem,’ 894, 939; ** Mains 
Engineer,” 894; C. G. Watson, 
982 


Electric wiring of buildings, The, by 
F. Charles Raphael, 849, 895 

Electrical development: A proposal, 
by W. Gartside, fe 
Goodwin, 1222 

a propaganda, by J. Baggs, 


"How ard, “94; 


Electrically undeveloped areas, by 
H. Wilson, 326 

Electricity supply 
radio apparatus, by J. 
1090 


authorities and 
Baggs, 


Electricity transformer sys- 
tems, M. Montsinger, 806 

Federation a electrical associations, 
The, by L. E. Wilson, 938 

Ferranti, by H. Cobden Turner, 277 

Foreign sales department, A, by 
** Salesman,” 570, 666; J. J. C. 
Berkeley, 

Heating of greenhouses, The, by 
Ralph Hall, 

Heavy-oil engines for isolated plant, 
by William P. Durtnall, 278 
High-power arc rectifiers, by British 

Brown-Boveri, Ltd., 
1.E.E. centre dinners, 
Taylor, 278 
Interference with wireless sets, by 
“* Loud-Speaker,” 235; Nor- 
+ H. Rigby, 326; H. Gough, 


by Joseph 


Joints for aluminium bus-bars, by 
the British Aluminium Co., 
Ltd., 277 

Lighting of the House of Commons, 
The, by W. Tudor Davies, 939 

Load curves in silhouette, by Llan- 
elly and District Electric Supply 
Ltd., 234 
Low-speed meters, by Meter,” 938; 


by “ Inquirer,” 938 
Mathematical printing, by Henry M. 
yers, 
Measurement of high temperatures, 
by Wild-Barfield Electric Fur- 
naces, Ltd., 806 


Menace to electrical prosperity, A, 
by Britisher,” ls; 
Stretton, 618 

Mercury-are rectifiers, 

Co., Ltd., 

r. Quigley’s aK by Hugh 
Quigley, 807 dies 


a Hewittic 


Motor-convertors as wer factor 
correctors, by Mechanic,” 
278; W. J. Minton, 326; D 


Winchester, 374 
Motor users and the frequency change, 
Crompton Parkinson, Ltd., 
4, 474; “ H,” 42; “Cc cle,” 


Motors, 522; Perc Huggins, 
570; Logical, 617; >} 
Churton & Co., Ltd., 666 

Oil oft loads, by Lt.- 

Col. Watts, 667 

Trier,” 235 

Overhead-line towers, by R. A. 
White, 278 

Price of electricity, The, by W. A. 
Vignoles, 46 

oo reference, by F. E. W., 


Railways as overhead 
Frank L. James, 234 

Relative costs of electricity and 
by “* Arguer,” 474, 571; “ aif. 
evident,” 523; G. W. Cotsell, 
571; fT. Coleman, 666 

Research and electricity supply, b 
“AMIS.” 1178. 

Risum teneatis?, by W. J. Minton, 
W. Casey, 191 

Rural amenities, by Arch. J. Howard, 


routes, by 


Sale of lamps by municipalities, The, 
by W. O. Andrews, 143 

Sales engineer's task, The, by 
C. F. W., 988; G. R. Gilbert 
West, 1090 

Salesmen’s conferences and qualifica- 


tions, by ‘* Nemo,” 618; ‘ Am- 
__ bition,”” 666 
Selective transmission line protec- 


tion, by D. C 

Shannon scheme, “oe by P. T. W., 
1026 ; Robert N. weedy, 1178 

Staff welfare in the wire and cable 
trades, by “* Progress,”’ 374 

Standardisation, by T. R. Martin, 277 

Standardisation of sizes of advertise- 
ment pages, by Venner Time 
Switches, Ltd., 

Standardisation of voltage, by 
Ashbee, 278; ‘“* Edwun, 850 

Sub-station attendance, by * Shift 
Charge Engineer,”’ 1090 

Surges on overhead lines, by Croy- 
don Cable Works, Ltd., 895 

Synchronised time, by “ Synchron- 
ised,” 806; by Everett, Edg- 
cumbe & Co., Ltd., 851 

Synchronous “he by 
Rettie, 570, 

Talking pictures, by N. W. McLach- 
lan, 1223 

Telephonic and verbal orders, by 
A. L. Sharpe, 234 

decorations, by 


Charles 


Temporary street 
** Decorator,” 

Tenders, Unlimited, by Tredegars, 
Ltd., 234 

Thawing water Pipes by electricity, 
by Expansion,”’ 46; Oswald 
Record & Co., 4; J. W. B., 
95; 


Ward, 190; W. E. 
Burnand, 190 

Two-part tariff, The, by Ernest G. 
Pink, 


Use for old accumulators, A, by E. 
Pickworth-Farrow, 
Value for service, by Bastian Meter 
9 


Co., 117 
Worm- lifts—A warning, by 
Towlson, 894; H. Turner, 

982, 1090 
X-ray kinematography, by H. A. 

Harris, 

Corrosion, Overhead-line, by G. W. 

Molle, 1132 
Cost accounting, Electrical, by S. H. 


Withey, 
Costa Rica, Developments in, 206 
Costa Rica, Railway electrification in, 


703 
Councils, Works, 588 
Credit guarantees, Export, 166 
** Creed ” company, A German, 119 
Cross-arms, Steel versus wood pole, 832 
Crossleys in Ceylon, 344 
Crystals, Piezoelectric, by H. J. 
Lucas, 519 
Cuba, A report on, 298 
Current electrical development, by H. 
Willoughby-Ellis, 468 
Custom tariffs, The Australian, 64, 
Customs duty, Iraq, 393 
Customs regulations, Spanish, 1056 
Customs tariff, The Indian, 207 
Customs tariff, The Portuguese, 207 
Customs tariffs, East African, 1152 
Czecho-Slovakia, Electrical organisa- 
tion in, 587 
Czecho-Slovakian electrical imports, 120, 


300, 493 
Czecho-Slovakian export tax, 825 


. Revyner, 
Daylight, Artificial, 1066 
Daylight, The recording of, 918 
Death in a sub-station, 964 


Dr signal ‘strength, by 


v 


Deeds of assignment, 19, 639, 781, 911, 
957, 1029, 1058 

Deepwat: ‘© power station, 597 

Degrees of the University of London, 
The engineering, 

** De-ion-grid ” switchgear, 472 

Demonstration farm, An electrical, 694 

ee Foreign electrical trade ol, 


Departmental estimates, 442 

Department of Overseas Trade and 
F.B.1., The value of the, 

Department of Overseas Trade, The, 
589 


Depreciation of electrical plant, by 
S. H. Withey, 863 

Derby power station extensions, 644, 763 

Design of busbars and connections, 
The, by H. E. Hutter, 859 

— > of control rooms, The, by J. 

pan 

Design of overhead lines, The, by 

lectrical: A proposa 
by Ben Quarmby, 1173 

Developments in the I.M.E.A. Conven- 
tion area, Technical, 986 

engineers and 


Development, 


Diesel-electric generators, by W. S. 
Burn, 520 

Diesel-electric locomotives for India, 307 

Dieselelectric tankers, American, 92 

Diesel ferry, Another Italian, 75 

Diesel installation for isolated supply, 
A, 172 

Diese! locomotives for Siam, 1160. 

Direction-finding, Radio, by R. H. 
Barfield, 711 

Dirt on slip rings, Prevention of, 1005 

Display, A notable, 526 

Displays at two recent exhibitions, 588 

Dissolutions of partnership, 19, 118, 
164, 209, 252, 301, 393, 444, 495, 
590, 638, 686, 734, 911, 1029, 1110, 
1196 

Distance from bus-bars to consumers, 
Average, 6 

Distance travelled by lightning wave, 
832 


Distribution protective equipment, 932 

Distribution troubles, Some, 

Distribution voltage standardisation, 
798 

Diversity factors in —<_ 693 

Dock-lighting scheme, A, 673, 729 

Docks model, Mersey, 709 

Domestic appliance exports, American, 
5 

Domestic appliance trade, French, 867 

Domestic boiler fuels, Tests on, 125 

Domestic developments in the 1.M.E.A. 
Convention area, 1013 

Domestic hot-water supply, 146 

Domestic hot-water supply, by C. H. 
Smith, 181 4 

Domiestic purposes in the Irish Free 
State, Electricity for, 1038 

Domestic rate, The, 669, 785, 875, 1036 

Domestic refrigerators for Malaya, 544 

Domestic water heating, 1123 

Doors, Railway tunnel, 373 

Douglas, 1.0.M., Developments at, 845 

Drumm battery, The, 504, 1 

Dual-frequency starters, 684 

Duke of York visits the B.T.-H. works, 
The, 7% 

Dundee and foreign cable, 1029 

Dundee cable contract, rs 

Dunston, Coal carbonisation at, 810 

** Durapso "’ steel, 1 

Durham Cathedral, Lighting of, 26 

Dutch cable factory, A_ new, 

Dutch company, New, 544 

Dutch electrical exhibition, 731 

Dutch industry and trade, 1215 

Dutch radio apparatus exports, 18 

Duty, Iraq Customs, 4 

Dynamo, An 1830, 705 


ES E’S cement works, 7, 50, 51, 
Earth ie ratures and cable ratings, 
308 


East African Customs tariffs, 1152 

East African cueeees scheme, An, 21 

East African electrical tra 

Eastbourne Convention, The, 401, 942, 
943, 1015, 1074, 1123 

Eastbourne, The exhibits at, 1020 

East- England Electricity Scheme, 892, 


898 
East River, U.S.A., Developments at, 


Economic Council, The, 251, 345 
Economics of rural electrification, 7” 
Economics of rural electrification, by 
C. Bexon, 1009 
Economics, Rural, 987 
2.D.A.-E.L.M.A. shop and 
lighting campaign, 1196 
Edinburgh, ‘* Exide” Convention at, 
1060 


display 


Educating the architect, 389 
Education, Commercial, 823 
Education, Irish technical, 1205 
Educational, 25, 75, 172, 260, 353, 402, 
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Japanese electrical manufacturing, 73:3 

Java fe Madura, Electrical imports 
of, i 

Jet-wave rectifier, The, by Prof. Jul. 
Hartmann, 37: 

Jewellers’ furnaces, by R. Galland, 


Electric winding 


Johnson & Phillips’ pension scheme, 
1030 
Electric cable, by L. A. 


4 
Joints for aluminium  bus-bars, by 
W. E. Warner, 159 


Jointing, 


| advertising in Paris, 


Kinema films, Switchgear, 918 

Kinema sound-film patents, 

Kinema studio illumination, by W. H. 
Villiers, 565 

Kinemas, Electricity in, 172, 452 

Kinematography, X-ray, by Dr. A. 
Salmony, 799 

Kingston extensions, The, 786 

Kiosk, War souvenir transformed into 
electricity, 

Knife switches, The cleanliness of, 930 

Kolster Radio Co., The, 166, 252 


LABORATORY, A high-voltage, 655 


Laboratory, An 438 

ao conditions here and in France, 
78, 

Lamp amalgamation, A Swedish, 1152 

—_ manufacture control in Spain, 


Lamp manufacture in Australia, 734 

Lamp manufacturing in Poland, 588 

Lamp, New “ Sunlight,” 521 

Lamp patent, The gasfilled, 1154 

Lamp production, rman, 541 

Lamp production, Italian, 167 

Lamp production, Latvian, 639 

Lamp sales in 1929, American, 165, 1151 

Lamps, Miners’ safety, 

Lamps, The marking of imported elec- 
tric, 1107 

Large buildings, Electricity supplies ‘o, 
by . J. Jeffery, 

Latvia, Lamp production in, 639 

Laundry Exhibition, The, 645 

Lead, co and rubber prices, 56 

League of Nations buildings, New, 65 


Legal— 


Abertillery Theatres, Ltd., v. Aber- 
tillery U.D.C., 712 
Breaches of electricity regulations, 


7, 522, 

British Talking Pictures, Ltd., 296 

Celebritone, Ltd., 804 

Colliery companies’ action against a 
power company, 

Compensation award, 892 

Contractors, The responsibilities of, 


Cork Electric Supply Co., Ltd., »v. 
Concannon and the British Thom- 
son-Houston Co., Ltd., 1106 


Legal—continued. 


Dakol Electric, Ltd., 619 
Damage to a post office cable, 619 
Derbyshire and Notts. Electric Power 


Co. fined, 892 
Directors d, Comp 1089 
Electric Furnace Co. v. Kelloyd 
Metals, 276 
ner company’s annual return, 


n, 305 

oe Electric Co., Ltd., 1026 

Fa _. trade description on batteries, 

6 

Ferranti, Ltd.: Increase of capital 
approved, 1089 

Fire patent, Electric, 892, 937 

Fraudulert consumption of electricity 
charges, 205, 52 

Gramophone Cabinets, Ltd., 205, 296 

Hull tramways dispute, The, 161 

Irish Electricity Supply Board, Claim 

by the, 713, 804, 1025 

K.N. Electrical Products, Ltd., 1089 

Lamp fraud, Alleged electric, 73 

Lamp frauds, Electric, 125 

Lanarkshire company's 
appeal, 276 

Lectro-Linx patent action, 343 

Marconi royalty action, 

Marconi’s Wireless Telegraph Co., 
Ltd., v. various defendants, 937 

Morgan Crucible Co., Ltd., 937 

Mullard Radio Valve Co., Ltd., wv. 
Kremner & Braham, 1221 

Ogilvy v. Dundee Corporation, 45 

Oxford Corporation v. Oxford Electric 
Co., Ltd., 276, 422, 892, 955, 1221 

Sayers v. Electramonic Co., Ltd., 
and others, 569 

Sequel to an electrical fatality, 619 

Sligo Lighting and Electric Power 
Co., 1106 

Spurious Osram lamps, 805 

Symphony Gramophone and Radio 
Co., Ltd., 161, 205, 343, 569 

System change-over and protection, 
937 


cating 


Theft of electrical fittings, 892 

Theft of electricity, 1089 

Thefts and high charges, Electricity, 
892 


Truphonic Radio, Ltd., v. Spero, 1089 

Underhill v. Ilford Corporation, 1221 

Urban Electric Supply Co., Ltd., v. 
the Liquidator of George Black 
and Sons, Ltd., 712 

Warren v. Derbyshire and Notts. 
Electric Power Co., 712 

Welding company’s capital reduction, 


Electric 


titions, 713 
‘ompensation Act claim, 


Western patent extended, 
1222 

Winding-up 

Workmen's 
757 


Wynsor Electric Range Co., Ltd., 
569, 804 


Leicester, Electricity supply at, 427 

Leicester power station extension, 401 

Spring air, " 4 


Libraries and librarianship, Special, 
1 


Libraries and load factors, by “‘ Mem- 
ber,” 724 


Libraries, Institution, 718 
Lichtenberg swimming baths, The, 568 
Liége International Exhibition, The, 


Lifting scheme, A unique, 133 

Light symphonies, ‘‘ Colorama," 230 
Lighting. A display of modern, 566 
Lighting and heating, Combined, 1172 


Lighting and Power Notes— 


Aberdeen, 302, 591, 826 

Aberfeldy, 958 

Abergavenny, 1032 

Aberystwyth, 167 

Accrington, 68, 497, 591 

Acton, 64) 

Alderley Edge and Wilmslow, 545 

Aldershot, 913, 1154 

Algeria, 781 

Andorra, 302 

Arabia, 120 

Argentina, 210, 958 

Armitage, 167 

Ashbourne, 591 

Ashford (Kent), 302, 497 

Ashton-under-Lyne, 591, 737, 826, 1198 

Australia, 210, 255, 302, { , 545, 
736, 826, 870, 913, 958, 1032, 1154 

Austria, 21, 782, 1061 

Aylesbury, 167, 591, 1032 

Ayrshire, 

Aysgarth, 302 

Bacup, 120 

Ballymoney, Co. Antrim, 211 

Bangor, 2), 781, 958, 1154 

Bangor, Co. Down, 641 

Barking, 21, 255, 446, 1061 

Barnard Castle, 958 

Barnes, 446, 591 

Barnoldswick, 497 

Barnsley, 167, 348 

Barrow, 255, 497, 687, 913, 1111 

Basingstoke, 210 

Bath, 68, 302, 545, 687, 870 

Battersea, 68, 168, 303, 395, 592, 827, 
1032, 1199 

Beckenham, 640 

Beddington, 688 

Bedford, 167, 395, 591, 781, 1032, 1198 

Belfast, 68 

Belgian Congo, 348, 1154 

Belgium, 1061 

Berkswell, 

Bermondsey, 303 

Bexhill-on-Sea, 21, 591, 640, 1032 
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Journals, The use of technical, 330 
354 Jubilee, The Elektrotechnischer 
Verein, 309 
Jugo-Slav electrification law, 210 
1066 Jugo-Slavia, Electrical imports of, 1154 
Jugo-Slavia, Electrification in, 798 
a, Jugo-Slavia, Swedish activities in, 588 
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Lighting and Power Notes—cont. 
Birkenhead, 68, 120, 302, 395, 497, 
545, 641, 913, lit 

Birmingham, 21, 211, 497, 640, 826 
Blackburn, 302, 497, 1111 
Blackpool, 497, 545, 1061, 1154 
Blairgowrie, 395 

Bloemtontein, 959 

Bognor Regis, 1032 

Bolton, 545 

Bournemouth, 688, 1198 

Bradford, 497, 640), 736, 958 
Brazil, 21, 826, 13 

Brecon, 1111 

Brentford, 120 

Bridlington, 

Brighton, =, a 545, 592, 640 
Bristol, 120, 

Bromley (Kent) 687, 1154 

Buckie, 120, 781, 958, 1061 

Bulgaria, 255 

Burgess Hill, 546 

Burnley, 68, 497, 498 
Burton-on-Trent, 302, 913 

Bury, 302, 395, 640, 1061, 1198" 
Bury St. Edmunds, 1032, ll 55 
Buxton, 591 

Caernarvon, 545, 782 

Canada, 68, 120, 167, 395, 545, 640, 

736, 782, 870, 958, "1032, 1155, 


Cape Province, 22 
Cape Town, 871 
—— 167, 348, 591, 736, 958, 1032, 


Carmarthen, 782 

Carrickfergus, Co Antrim. 303 

Ceylon, 959 

Chapel-en-le-Frith, 870 

Chatham, 167, 782, 1198 

Cheadle and Gatley, 546 

Chelsea, 211, 

Cheltenham, 255, 1061 

Chester, 395, 1111 

Chesterfield, 302, 497, 1032 

Chichester, 348, 959 

Chile, 687 

China, 167, 348 

Chiswick, 870 

Chopwell, 120 

Clacton, 68 

Clitheroe, 120, 211, 255 

Coatbridge, 446 

Colchester, 120, 302, 395, 545, 640, 
687, 959, 1111 

Colne, 21, 736 

Conway, 545 

Corsica, 302 

Coulsdon, 1155 

Coventry, 120, 255, 592, 641, 1061 

Crediton, 446 

Crewe, 68, 497 

Crewkerne, 1 120 

Croydon, 211, CAL, 826, 1032, 1061 

Czecho-Slovakia, 355 

Dagenham, 121 

Darlington, 395, 826 

Dartford, 545, 782, 1111 

Darwen, 302 

Derby, 68, 349, 497 

Dewsbury, 121 

Doncaster, 737 

Dorchester, 737, 1155 

Dorking, 497 

Douglas (Isle of Man), 21, 959 
lover, 255, 348, 446, 546, 1111 

Dronfield, 349 

Dublin, 31 

Dudley, 1155 

Dumbarton, 641 

Duntfries, 167, 737, 959 

Dundee, 211, 355, 737 

Dungannon (Co. Tyrone), 256 

Ealing, 211, 349, 687, 782 

Earby (Yorkshire), 497 

East Africa, 545 

Eastbourne, 255, 349, 446, 737, 870, 

1061, 1112 

East Cornwall, 68 

a 349, 545, 913, 1112, 

East Ham, 167, 349, 545, 959, 1198 

Eccles, 68, 959 

Edinburgh, 167, 349, 497, 826 

Egypt, 355 

Elgin, 447 

Erith, 641 

Eston, 1198 

Exeter, 545 

Fareham, 546 

Faversham, 255, 545 

Felixstowe, 121, 737 

Fleetwood, 21, 497 

Fort William, 913 

France, 68, 120, 167, 255, 302, 348, 


497, 640, 826, 913 

Fulham, 168, 349, 545, 782, 959 

Fylde, 959 

Gainsborough, 

Germany, 68, 211, 348, 395, 592, 687, 
737, 782, 106i, 1198 

Glasgow, 121, 211, 302, 395, 497, 592, 
687, 782, ‘926, ‘959, 1032, 1061 

Gloucester, 641 

Godalming, 497 

Grampians, 826 

Grange-over-Sands, 349, 782 

Great Yarmouth, 1032 

Greece, 1111 

Grimsby, 826 

Guildford, 68, 255, 446, 687, 870, 1061 

Hackney, 737, 1199 

Halifax, 121, 

211, 395, 827, 1062 

Hampstead, 1199 

Hampton, 782, 959, 1155 

Harrogate, 255 

Heating, 121, 255, 349, 545, 737, 913, 


Hawarden, 782 

Hebden Bridge, 21, 1112 
Hejaz, 120 

211 
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Heston and Isleworth, 68, 446, 870 

Highworth, 

Hindley, 498 

Honiton, 302 

Honley, 497 

Hornsey, 22, 211 

Horsham, 95 

Hove, 913 

Hoylake and West Kirby, 1062 

Huddersfield, 211 

Hull, 21, 167, 446, 687, 827, 870, 1112 

Ilford, 21, 341 

India, 827, 959, 112 

Invercargill, 211 

Inverness, 545 

Irish Free State, 21, 167, 395, 497, 
592, 687 

Irlam, 255, 827 

Isle of Man, 498, 959, 1032 

Isle of Thanet, 21 

Isle of Wight, "302 

Islington, 168, 395, 827, 

Italy, 167, 211, 446, 545, 7013, 
Japan, 68, 167, 211, 349, 545, 641, 687, 
737, 782, 827, 870, 959, 1061 

Keighley, 302 

Kendal, 737, 959 

Kent, 211 

Kettering, 255, 913, 1032 

Kidderminster, 7 

Kingston-on-Thames, 255, 687 

Kirkham, 1112 

Lancaster, 255, 641, 870, 1061 

Latham and Burscough, 641, 688, 959 

Latvia, 1198 

Launceston (Tas.), 255, 736 

Leatherhead, 22 

Leeds, 68, 497, > 688, 913, 1198 

Leicester, 211, 3 

Leigh (Lancs. , 349 

Lewes, 782 

Lewisham, 592 

Leyton, 395, 737, 1112 

Lichfield, 1032 

Lincoln, 737 

Liverpool, 68, 303, 349, 497, 592, 688, 
870, 913, 1112 

Llandyssul, 641 

Liantarnam, 1061 

London, 22, 120, 168, 211, 303, = 
395, ‘447, 198, 545, 592, 641, 
737, 782, 827, 913, 959, 1032, 119 

Long Eaton, 22, 446 

Longsdon, 688 

Lossiemouth (Morayshire), 

Lothians, 6 

Loughborough, 592 

Louth, 913 

Lowestoft, 1032, 1062, 1199 

Lurgan (Co. Armagh), 1032 

Luton, 498 

Luxemburg, 1155 

Madras, 826 

Maidenhead, 1112 

Maidstone, 447, 546, 870, 1061 

Malvern, 737 

Manchester, 121, 303, 349, 498, 592, 
737, 827, 913, 1199" 

Manchuria, 167, 914 

Marlborough, 

Melbourne, 210, Ye 1154 

Mexborough, 

Middlesbrough, “168, 211 

Middlesex, 1061 

Midhurst, 498 

Mid-Lancashire Electricity Advisory 
Board, 

Midlothian, 168 

Minehead, 395 

Monmouth, 68, 121, 914 

Moravia, 592 

Morecambe, 22, 641 

Nairn, 395 

Nelson, 498 

Newark, 870 

Newcastle (N.S.W.), 958 

Newcastle-under-Lyme, 121 

Newcastle-upon-Tyne, 592 

Newent, 395 

New Mills, 592 

Newport (Mon.), 168 

Newry (Co. Down), 211 

Newton (Mont.), 641 

New Zealand, 211, 255, 1155 

Nigeria, 112 

Northampton, 1199 

North Berwick, 303 

North Redburn, 498 

North Riding, 1199 

North Wales, 211, 256, 349, 546, 1032 

Northern Ireland, 68, 121, Py =a 
303, 592, 641, 914, 1032, 

Norway, 21, 826, 870, 913 

Norwich, 592, 1061 

Nottingham, 498 

Nuneaton, 

Oldham, 121, 914 

Omagh (Co. Tyrone), 1061, 1155 

Ormskirk, 592 

Oswestry, 396 

Paisley, 22, 396, 782 

Palestine, 168 

Perthshire, 914 

Peterborough, 914 

Petersfield, 1155 

Philippine Islands, 22 

592 

Plymouth, 69, 121, 303, 498, 688, 782, 
871, 1033, 1061 

Poland, 640, ‘01, 1155 

Poplar, 22, ‘211, 641, 827, 1032 

Porterville, 959° 

Porthcawl, 22 

Portland, 349 

Portsmouth, 349, ah 959, 1155 

Preston, 22, 168, 447, 827 

Price reductions, it 211, 349, 395, 


447, 498, 546, 592, 641, 688, 737, 


782, 1062, 1155 
ueensland, 870 
awtenstall, 959 

Reading, 1155 


Lighting and Power Notes—cont. 
Keigate, 447, 914 
Retiord, 688 
Richmond (Yorks.), 782 
Ripon, 69, 498, luo2 
Rochdale, 914, 1062 
Rochester, 782 
Rothesay, 303 
Rumania, 21, 736 
sage 167, 255, 302, 870, 959 
Rye, 6 
St. Helens, 22, 959, 1155 
St. Marylebone, 211, 545, 737, 959 
St. Pancras, 395, 782, 959 
Salford, 1062, 1112 
Saltcoats, 349 
Sao Paulo, 21 
Scarborough, 1062 
Scunthorpe and Frodingham, 69 
Seaham Harbour, 447 
Sheffield, 121, 349, 498, 688, 871 
Shetland Islands, 1155 
Shipley, 256, 447, 1062 
Shoreditch, 48, 782, 959 
Sidmouth, 121 
Sleaford, ‘688, 914 
Soham, 121 
South Africa, 22, 871, 959 
Southampton, 498 
South-East Lancashire Electricity Ad- 
visory Board, 256, 782, 
Southend-on- Sea, 22, 256, 396, 592, 
1062 
South Shields, 498, 1062, 1155 
Southwark, 121, 303, 688, 913 
South-West England and South Wales 
Electricity Scheme, 1062 
Southwick, 447 
Spain, 44, 782 
Spalding, 439, 1155 
Special Orders, 23° 121, 168, 211, 256, 
447, 827, ‘914, 959, "1033; 
1062, 1155, 1199 
Stamford, 688 
Sturlope, 212 
Stepney, 641 
Steyning, 349 
Stirling, 30%, 592, 1033 
Stirl:ngshire, 827 
Stockport, 122, 737 
Stockton, 638 
Stoke Newington, 168, 395, 782, 1032 
Stoke-on-Trent, 22, 256, 349, 447, 641, 
27, 1112, 1155 
Stourport, 827 
Stratford-on-Avon, 69 
Sunderland, 168, 592 
Sutton Coldfield, 960 
es 168, 447, 782, 1062, 1155, 


Sweden, 120, 255, 348, 446, 591, 687 

Swindon, 122, 737, 1062 

Switzerland, 167, 211, 348, 1061, 1198 

Sydney, 870 

Tain, 871 

Tanganyika, 782 

Tasmania, 446 

Taunton, 212, 349, 782 

Tipperary, 687 

Tonbridge, 1155 

Torquay, 122, 303, 498, 546, 914, 1112 

Torrington, 546 

Tottington, 1033 

Tunbridge Wells, 69, 303, 914 

Turkey, 111 

Twickenham, 871 

Tyne mouth, 22, 256 

Uckfield, 22 

Ulverston, 827 

United States, 69, 168, 212, 349, 396, 
447, 546, 593, 688, 737, 783, 871, 
914, 1033, 1200 

Uttoxeter, 783 

Victoria, 302, 446, 497, 826 

Wakefield, 69, 593, 1112 

Walsall, 303, 914 

Walthamstow, 256, 737, 1156 

Walton-on-Thames, 212, 396, 782, 1200 

Wandsworth, 303, 395 

Warrington, 737, 1156 

Watford, 498, 688, 737 

Welwyn Garden City, 256 

West Hartlepool, 546, 

West Kent, 

West Lancashire, 69, 1112 

West Stanley, 212 

West Wickham, 447 

Weybridge, 737 

Weymouth, 546 914 

Whitby, 168 

Whitchurch, 960 

Whitehaven, 783 

Wigan, 737, 1155 

Wigtown, 960 

Wimbledon, 69, 303, 871 

Winchester, 122, 350, 914, 1062 

Wing, 593 

Withernsea, 914 

Wolverhampton, 546, 783 

Woodhall Spa, 350 

Worcester, 122, 303 

Worthing, 168, 

Wrexham, 22, 9 

York, 69, 303, 688, 871, 914 


Lighting, Architectural, 74 

Lighting, Arterial road, 1066 

Lighting, Artistic theatre, 750 

Lighting at Southend, Street, 66 

Lighting economics, Factory, 299 

Lighting fittings, Decorative, 875 

Lighting fittings, Modern artistic, 126 

Lighting fittings prices reduced, 1057 

Lighting for wheat-growing, Electric, 
215 


Lighting, Hospital operating-table, 795 

Lighting in historic buildings, 

Lighting installation, A church, 964 

Lighting installation, A silk ‘stocking 
factory, 216 

Lighting, Modern workroom, 503 

—- of a modern building, The, 


Juty 4, 1930. 


Lighting of Durham Cathedral, 26 
Lighting of hospital operating tables, 
he, 171 


Lighting, Omnibus electic, 36 

Lighting problems, Church, 928 

Lighting problems, Vehicle, by “* Third 
Brush,”’ 769 

Lighting, Racing-track, 1037 

Lighting scheme, A cinema, 25 

Lighting scheme, A 7 517 

Lighting, Textile mill, by S. Anderson, 
S44 


Lighting voltages, 762 
Lightning, Artificial, 645 
Lightning wave, Distance travelled by, 


Lights, Neon aircraft t_landing, 741 

Line-shaft bearings, 27, 216 

Line surge investigations, by S. W. 
Melsom, A. N. Arman, and W. 
Bibby, 754 


Liquidations— 

Alderley and Wilmslow Electric 
Supply, 118, 347 

Almondsbury and District Electric 
Supply Co., 544, 638 

Anderson's W ireless Sales Agency, 

34, 208 

Andia, 911 

Arctic Electric Supplies, 444 

Artandia, 393, 

Ashworth & Smith (Electrical Sup- 
plies), 868 

Astra Dynamo Co., 734 

Battery Plates, 208, 300 

Battery Supplies, 824 

Bel Canto Radio Reproducer Co. 
(N.S.), 868 

Border Electrical Factoring Co., 780 

Bowyer-Lowe Co., 

British Hele-Shaw Patent Clutch Co., 
19, 

British Prototone, 911 

British Telegraphone, 495 

British Universal Illuminations, 824 

Broadfield Radio Co., 685 

Builth Wells Electric Supply Co., 67, 
118 


Burgoyne Wireless, 494, 544 

Carrara-Versilia Electric Railway 
and Power Co., 780 

Celebritone, 780 

Charters Electric Supplies Co., 544 

Chemico-Electric Co., 1058 

_Chirk Electricity Supply Co., 19 

Chubbs Automatic Manufacturing Co., 
1029 

Clayton & Shuttleworth, 300 

Cleartron Radio. 164 

Cleethorpes Radio Supply, 300, 393 

Cleminson, M., 1109 

Condor Lamps (Great fw 780 

Cook’s Wireless Co., 5 

Dionoid Battery Co., 444° 

District Lighting Supply, 300 

Donarelli Phono-Electron, 164, 393 

Edison Illuminating, 444 

Electric Sweepers, 495 

Electrical Name and Numerical Sign 
Co., 824 

Electrical Supplies (Liverpool), 1058 

Electricity (Hull), 19, 67 

Electro-Chemical Development Syndi- 
cate, 1196 

Electrodrives, 780, 911 

Electro Universal Co., 208 

Ellerphones, 300 

Engineers’ Club (London), 957, 1058 

Faradex-Seraphone Co., 444, 102! 

Fellows Manufacturing Co., 67, 117 

Freezone, 118 

Gravesend and Northfleet Electric 
Tramways, 444 

Helikon Wireless Co., 347 

Hindhead and District Electric Light 


Co., 868 
Hodges, Cecil, & Co., 252 
Ideal Wireless Co., 67, “Tis, 590, 911 
Imperial Tramways Co., 824 
Kidderminster and Stourbridge Elec- 
tric Tramway Co., 
King’s Inventions (Electric), 1029, 
1058, 1196 


K.N. Electrical Products, 1153 

Knighton Electric Supply Co., 685 

685 

Laws, Lambert, 1153 

Manchester Private Telephone and 
Electric Lighting Co., 164 

Master Engineering and Sign Co., 638 

Measurement (Australia), 734 

M.E.D.A.S., 734, 957, 

ar | Radio and Gramophone Co., 


M.P.A."’ Wireless, 734 
M’'Queen, H. A., & Co., 494 
New Wilson Electrical Manufacturing 


o., 118 
North Surrey Electrical Factors, 393, 


Oddie Culshaw, 868 
Oswestry Electric Lighting and Power 


Co., 957 
Oxford Wireless Telephony Co., 252 
Pearl Electrical Co., 2 
Phantestra (Renn’s Gramophone 
and Wireless), 957, 1058, 1110 
Power Contracts, 638 
Power Development Co., 911 
Presteign Electric Co., ‘164 
Pye (Radio), 347, 444 
Radiax, 67 
Radielle Co., 347 
Recordaphones, 1110, 1195 
Refrigerators, 444 
Reid Power Development Co., 208 
Rhayader Electric Light and Power 


Co., 164 
Saunders Electrical Co., 638 
Solaflex, 911 


! 

| 
| 
1 

2 
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Liquidations—cont. 


Staffordshire Electrical Accessories 
Co., 444, 544, 589, 957 

Standard Llectric Co., 393, 590 

Standard Platinum Contacts, 544 

Stereoscopic X-rays, 393 

Submersible Motors, 638 

Symphony Gramophone and Radio 

110 

Talgarth Electric Supply Co., 67, 118 

Taylor, Leo, 1 

Telephone Nd 544, 685 

Triotone, 118, 685 

Universal Accumulators, 118, 685 

Wade, Richard, & Sons, 911 

Wall's (North Wales), 780 

Wynsor Electric Range Co., 911, 1110 

Yorkshire Electric Wiring and Motor 

Zone Dynamo and Motor Patents Co., 

1196 


Liverpoo] and registered contractors, 441 

Llandudno Conference, The, 11 

L.N.E. Railway developments, 216 

Load curves in silhouette, by F. H. 
Fullerton, 154 

Load factors, Libraries and, by ‘* Mem- 
ber,”’ 724 

Local exhibitions, 116, 166, 298, 348, 
-., 588, 779, 824, 869, 909, 955, 


057 

Lochaber plant, The, 74 

Locked rotor power factors of motors, 
597 


Locomotive, A large single-phase, 598 
Locomotive, A novel coal-ash haulage, 
866 


Locomotive engineers in Switzerland, 
British, 1 
Locomotives for India, Dicsel-clectric, 


London and North-Eastern Railway 
Co.’s_ electrification scheme, The, 


670 
——_ Chamber of Commerce, The, 


London electricians’ claims, 824 

London electricity charges, 636 

London Fire Brigade equipment, 514 

London radio societies, 1066 

London supply company’s display, A, 
1058 


London’s electricity supply, 426, 440 

London's passenger transport, The co- 
ordination ot, 826 

London, The engincering degrees of the 
University of, 951 

Longbottom, Benjamin, 853 

Lots Road station, Re-equipment of, 764 

Low-temperature  carbonisation plant 
tests, 831 

Luxemburg company, New, 733 


Machine telegraphy, by H. H. Harrison, 


Machinery for Bolivia, Electrical, 251 

Machinery imports, Polish electrical, 910 

Machinery, Swedish imports and ex- 
ports of electrical, 910 

Machinery Users’ Association (Inc.), 
1194 

Madame Tussaud’s, The new, by J. H 
Maudsley, 767 

Madras electricity supply scheme, A 
small, 75 

Madura, Electrical imports of Java and, 
1168 


Magnetic properties of nickel- -iron and 
nickel<obalt-iron alloys, 27 
Magnetisation curve of iron crystals, 693 
Mains, Street subway for, 215 
** Majestic ” Theatre, Wellington, 
N.Z., Electrical equipment at the 
new, 517 
Malaya, An American report on, 344 
Malaya, Domestic refrigerators for, 544 
Malayan rubber exports, 119 
Management, Employment, 576 
Manchester's distribution system, 261 
Manchester Steam Users’ Association, 
The, 693 
Manchester, Tramcars v. "buses in, 1203 
Manufacturing conditions, French, 670 
Manufacturing in Australia, 1057 
Manufacturing in Japan, Electricity 
supply and electrical, 544 
Manufacturing in Russia, Electrical, 
Marconiphone window displays, 344 
Market, The Chilean, 1178 
Market, The future of the Australian, 


369, 418 

Marketing Board, A proposed electrical, 
by J. Wilson, 575 

M: arking of imported cardboard boxes, 
&c., The, 391 

Marking of imported electric lamps, 
The, 110 

Materials, Electrical, 49 

Measurement, Glare, 491 

Measurement of high temperatures, by 
Basil Barham, 720 

Measurements, Low -factor, 

H. Rayner, W. G 

Davis, and G. W. Bowdler, 99 

Mechanical impedance measurement, by 
Prof. E. Mallett and R. C. G. 
Williams, 294 

Medical amplifier, A, 502 

Medical apparatus, Electrical, by B. 
Leggett, 

Medical electricity, 574 

Melbourne, Electricity ‘supply in, 721 

Melting, Electric cast-iron, 612 

Memorial, Proposed John Morris, 296 

Menace to electrical prosperity, A, by 
Sir Hugo Hirst, 527 
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Merchandise marks inquiries, 1027, 1151 
Mercury-are rectifiers, by J. C. Read, 
42 


Mersey Docks model, 709 
electrolysis, Recovery of, 


Meter accuracy, Watt-hour, by A. E. 
Moore and W. T. Slater, 521 

Meter company, New German, 67 

Meter readers and service, 146 

Meter testing, Electricity, by C. J. 
Webb, 108 

Metering, Electricity supply, 810, 918 

Meters approved, Electricity, 392, 1177 

Meters, b.S.S. for electricity, 248 

Meters in New York, Electricity, 693 

Metric system, International trade and 
the, 451, 503 

Metropole Theatre, light- 
ing installation of the, 

Metropolitan-Vickers De- 
partment, The new, 577 

Metropolitan-Vickers and the Football 
Cup, 867 

Metropolitan-Vickers extra-high-voltage 
laboratory, The, 

Metropolitan-Vickers Long Service Asso- 
ciation, 

Metropolitan-Vickers Newcastle head- 
quarters. The thermal-storage in- 
stallation of the, 843 

Metro Vick electric furnaces, 1171 

Mexico, Ericsson interests in, 210 

Mica, Electron diffraction by, 135 

Millboard factory, A, 529, 379 

Mill electrical equipment, Rolling, 777 

Textile, by S. Anderson, 


Mineral resources, Canadian, 536 

Miners’ nystagmus, 980 

Miners’ safety lamps, 503 

Mines Department announcement, 645 

Mines Department testing station, 832 

Mines, Electrical accidents in, 42 

Mines electrical equipment, B.S.S. for, 
1053 

Mines, Electricity in, 307 

Mines Regulations and Orders, 1067 

Mines research, Co-operation in, 1144 

Mines, Use of electricity at, 452 

Mining Electrical Engineers, 1067 

Mining, Electricity in, 616 

Mining Engineers’ dinner, 173 

Model workroom lighting, 503 

Modern building, The lighting of a, 
19 


1 
** Modern Electric Wiring,” 210 
Modern lighting, A display of, 566 
Monmouth, Electricity v gas at, 496, 
542 
Morgan Crucible Co., Ltd., 1194 
* Morganite ” combined heating and 
lighting apparatus, 1172 
Morris, John, Proposed memorial, 296 
Motor-cycles versus vans, 
Motor-generator, A large plater’s, 550, 
597 


Motor users and the frequency change, 
by T. H. Windibank, 188 

Motor vehicles, The electrical equip- 
ment of, 599 

Motors, Locked-rotor power factors of, 


oe 

Motors, Submersible, 1031 

ve showrooms and offices, New, 

206, 345, 684, 823, 1057 

Municipal trading, Nottingham  con- 
tractors and, 165 

Municipal trading, Opposition to, 119 

Municipal wiring at Bradford, Pro- 
posed, 300 

Museum at Newcastle-on-Tyne, Pro- 
posed engineering, 354, 378 


N° AT coal resources, 


National Blectric Light Association, 
The, 646 

National electricity supply, 1205 

National Physical Laboratory, 1129 

National Radio Exhibition, The, 1031 

National Safety Congress, 918 

Abatement  Socicty, 
694, 

and Industrial Ex- 
hibition, 639 

Neon aircraft landing lights, 741 

Neon-light company, A new, 1151 

Neon tubes for television, 451 

Network analvser, A, 887 

Newcastle, E.D.A. carnival at, 353 

Newcastle-on-Tyne, Proposed Enginecer- 
ing Museum at, 354, 378 


New Companies— 
Acme Plating and Electrical Co., 877 
Adamson & Oliverson, 506 
Advance Radio Co., 219 
Air Ducts, 834 
Altree, Hullock & Co., 357 
Angell, Frank, & Co., 1119 
an Vulcanized Fibre 


Archibald William, & Son (Glasgow), 
967 

Aristophone and Perfection Radio, 
356 


Arnals, 788 

Arrow Electric Switches, 404 
Atomlite Signs, 356 

Auto Radio, 219 

Bagdad Light and Power Co., 922 
Bailey & Incledon (1930), 311 
Bankers’ Industrial Development Co., 


788 
Barkers Wireless, 356 
Bartley, C. J., & Co., 648 
B.D. & Co., 1039 
Beaconectric, 454 
Beeantee Illuminations, 967 
Belmay, 922 


New Companies—continued. 
Bialone Co., 923 
Bishop Radio Stores, 1207 
bluck Electric Weiding Machines, 600 
Bold Electric Clock Co., $97 
Bolton Gate Co., 1163 
bolton Saiety Hoist and Engineering 
Co., Libs 
Booth ros., 834 
Bowker, 5. U., 219 
Brighton Radio Circuit, 967 
— Electric Welding Machines, 


British Radiostat Corporation, 219 

British Sanatone Syndicate, 648 

British Sweeper Stores, 877 

a Kelay Service (Clacton), 
28 


Bulgin, A. F., & Co., 506 
Builarch Ignition Co., 552 
Burgoyne Wireless (1930), 1070 
Cereal Millers, 219 

Chappell, W. E., 742 

Church & Collis, 5u6 
Claude-General Neon Lights, 834 
Commercial Radiators, 411 
Cooper, M. K., & Co., 220 
Corelectric, 127 

Craven Engineering Co., 506 
Crossley Radio Co., 648 
— James, & Co. (Newcastle), 


District Transmission Lines, 967 

Dodds & Atkinson, 788 

Domestic and Commercial Electricity 
(Hull), 77 

Dormor & Co., 29 

Dualite, 263 

Dulrae Co... 877 

Dunkley, A » & Co., 922 

Edelman, A. &'C » 648 

Edwards & Marshall, 219 

Electra, 506 

Electric Hammers, 877 

Electrically Welded Products, 1070 

Electricity Distribution Co., 877 

Electro-Gas Development Co., 877 

Electrohomes, 923 

Electro Insulators, 454 

E.S. Company (Ireland), 742 

Evans, H., Electrical Fittings Co., 


Foster, W. D., & Or W4 

Frampcon, P. 552 

Franco Neon, 404 

Freedman Valve Co., 1207 

General Resistors, 1039 

Goodalls (Merthyr Tydfil), 263 

Goodwin Radio, 

Gordon Products, 174 

Gordon, S., & Co. (Manchester), 77 

Grosvenor Electric Batteries, 1069 

Hall, T., & Co., 311 

Hamilton Beach Sweepers, 506 

Harlie Bros. (Edmonton), 505 

Harlie (Equipments), 506 

Holzman, Louis, 1069 

Home Utilities (Midlands) Co., 77 

Howarth, A. S., 77 

Howells *(Electric Motors), 648 

Hudson, E. W., & Co., 1119 

Hughes Engineering Co. (Briming- 
ham), 506 

Hustler, Simpson & Webb, 1119 

Hymas, W. A., & Co., 128 

International Bro: ideasting Co., 600 

International Lamps, 128 

International Marine Radio Co., 219 

International Sales Organisation, 404 

International Telephone and Tele. 
graph Laboratories, Inc., 263 

Irish A.E.G. Electric Co., 128 

J. & C. For Wireless, 742 

Johnson & Bolsom, 506 

Jones, R. Langston, & Co., 788 

Kaytonian Electrics, 696 

Kinetic Wireless and Electric Sup- 
plies, 311 

King, R., & Sons, 454 

Kirk, H. Norman, 1207 

Lamb, H. A., & Sons, 647 

Lawton, W. H., 742 

Le Carbone, 877 

Leda Electric, 1163 

Lewis, D. Lloyd, 77 

Lewsley, J. W., 1069 

Light, Power and Music, 29 

Linton, John, & Co., 29 

London Nigerian Power Co., 219 

Long Eaton Cable Co., 742 

L. R. Supply Co., 128 

Luton Broadcast Relay Service, 834 

Majestic Electric Co., 1039 

Mamco, 834 

McLeod, R. G., 220 

McQueen, H. A. & Co., 1163 

Mobilectric, 29 

Monmouth Electricity Co., 506 

Morgan Crucible Co., 1207 

Moore, R., & Son (Electricians), 742 

Mosbrough Electric Supply Co., 311 

“M.P.A.”” Wireless (1930), 1163 

Musikon, 834 

Mutter, Sanders & Co., 648 

Mysta, 788 

Nassak Manufacturing Co., 30 

Neale, J. B., 

Nelson and District Wireless Service, 
788 


Nelson Electric Lamp Co., 1163 

Newfields, 600 

Northampton Radio, 788 

Northern Rhodesia Power Corpora- 
tion, 77 

Onward Electrical Appliances, 1163 

Orchorsol Sound Reproduction, 877 

Paget Radio Co., 1039 

Painter & Madew, 742 

Pauline Radio, 1119 

Pecona, 

Pegasus, 552 

Pennington, Stevens & Taylor, 1069 


New Companies—continued. 
Perfect Battery, 006 
own Loud-speaker Wireless Co., 


Ponstord & Co., 1163 

Portable X-rays, 219 

Porthcawl Electricity Co., 356 
Powell-Rays, 454 

Power Contracts (Batwin), 600 
Price, Herbert, & Co., 877 

Prior, Edward, Electric Co., 
Radcliffe Armature Repair Co., 
Radio By Wire, 29 
Radio-By-Wire (Beverley), 648 

Radio Cushions, 

Radio Finance Co., 29 

Radio Improvement Co., 219 
Radio Industries, 06 

Raymouth, K., 967 

Rees Radio, 967 

Reliable Battery Co., 356 

Rich & Bundy, 742 

Roberts (Kent), 922 

Robsons (Liverpool) Trading Co., 788 
Rolls Radio, 1207 

Rose, Thomas A., & Son, 696 
Rus-Sun-Ray, 505 

Ryland’s Electrical Co., 77 

St. mag Bay Electricity Supply 


, 05 

Scaife & Rudd, 127 
Scientific Appliances, 174 
Sentinel! Instruments, 600 
Shardlow Electric Wires, 647 
Shaw, Fletcher & Co., 219 
Shaw, John, & Co. (Electrical), 1119 
Shoolbred Electrical Co., 311 
Small & MacDonald, 127 
Smith, Herbert (Bradford), 696 
Solaflex (1930), 877 
Solvolite, 788 
Sound, 648 
Spencer Radio, 552 
Standard Radio Co., 174 
Static Electric, 967 
Steam Users’ Supply Co., 1163 
Stewards Electrical Co., 1119 
Stratford Wireless, 922 
Strombo Electric Co., 696 
Stuarts (Radio), 1039 
Surrey Trading Co., 1207 
Tamworth District Electric Supply 

Co., 922 
Thompson, W., 128 
Tolworth Electricity Co., 454 
Tonex, 696 
Turner, Radford & Co., 788 
Umello, 1163 
United Utility Co., 506 
Vaco, 1163 
Voltex, 454 
Voltron Electric, 877 
Electricity Supply Co., 


Western Lighting Co., 878 

Weston Electric Lamp Co., 647 

Whitworth Electrical Repairs, 77 

Willey & Co., 219 

Wireless and Gramophone Service 
Co., 29 

Wireless Consultants, 1207 

Woodstock and _ District Electrical 
Distribution Co., 922 

Wycombe Electrical Supplies, 922 

Yugo-Slavian Concessions, 742 

Zenith Auto Electrical Services, 647 


New Electrical Devices, Fittings 
and Plant— 


Acidesting devices, 753 

Adaptor, A one-piece, 658 

All-bakelite accessories, 931 

Arc welder, A new, 371 

Arc-yweldjng sets, Portable, 975 

Asbestos-insulated wire, 753 

Automatic air-compressor set, An, 753 

Automatic weigher for pulverised 
fuel, An, 1131 

Barber's cistern, Improved, 371 

Batteries, Improved, 1174 

Battery, A new, 710 

Battery charger, A small, 586 

Blue-printing machine, A new, 88 

Butt welder, A high-speed, 847 

Cable joint, A new e-h.p., 710 

Cable junction box, A new, 516 

Car battery booster, A, 1174 

Ceiling lighting appliance, A new, 41 

Ceiling-rose, A new, 29% 

Charge collector and fire, Combined, 
1175 

Conduit bender, A, 753 

Conduit fittings, Improved, 889 

Counter e.m.f. starter, A new type 
of, 136 

Dentist’s lighting fitting, A, 88 

Double squirrel-cage motors, 231 

Dust protection appliance, A, 567 

Flexible-cable protector, A, 710 

Fan-cooled motor, A new, 586 

Fire-alarm system, A new, 846 

Flexible cable former, A, 136 

Fibre-washer outfit, A, 136 

Floodlighting reflectors, New, 371 

Four-circuit battery charger, A, 1219 

Furnace temperature controllers, 
New electric, 515 

Gallery, An improved shade, 847 

Garage lighting fitting, A portable, 
1218 


Gas detector, A new, 88 

Gateend switch, A new, 1175 

G.EC. developments, New, 88 

Hand driers, Electric, 136, 975 

High-voltage indicator, A, 41 

Industrial lighting fitting, A new, 
187 


Insulating materials, New, 516 
Ironclad fuseboards, New, 1219 
Lamp cap, A novel, 
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New Electrical Devices, Fittings  Obituary— continued. 


and Plant—continued. 
Lampholder, 

strip, 889 
Lamp lock, A, 658 
Lamp-testing wattmeter, A, 847 
Lamps, New electric, 1175 
Lighting-fitting gallery, A new, 230 
Lighting-fitting material, A new, 231 
Lighting set, A portable, 975 
Liquid-storage gauge, A, 187 
Magnetiser, A new, 567 
Motor, A new small-power, 710 
Motor-cycle trade vehicle, 1131 
Motor-starting equipment, 1218 
Overhead-line connector, An, 658 
Overhead-line protection for aero- 

planes, 931 
Paint-spraying outfit, A, 753 
Phase-rotation indicator, A, 586 
oer lighting unit, A large, 


Anew _illumination- 


Planing machine, A large, 1174 

Plug, A fused multiple type, 231 
Plugs and sockets, Improved, 1219 
Pocket lamp, A novel, 586 
Power-factor compensator, A, 293 
Prepayment meter lock, A new, 567 
Prismatic fitting, A new, 1218 
a cover for lead-box joints, 


Refractory, A new, 658 

Resin-core solder wire, A new, 975 

Service boxes, New, 1131 

Sign lamps, New, 516 

Steain-pipe joint, A h.p., 1219 

Electrically-controlled, 

reet-lightin tting, A new, 

Switch and plug plates, New, 371 

Switch design, A new, 568 

Switch-fuse, A new, 187 

Test set, A small-armature, 710 

Tools, High-frequency portable elec- 

tric, 293 

Traffic beacon, A, 931 

Train-lighting system, A, 516 

Trolley-"bus controller, A new, 567 

Wall fitting, An artistic, 41 

Watertight fitting, A new, 658 

Winch, A new electric, 1174 

Wire stripper, A new, 187 

Wiring accessories, All-bakelite, 889 


New York, Electricity meters in, 
oe exhibition, Novelties at a, 


New York State, Agriculture in, 741 
New Zealand, Catalogues for, 67 
New Zealand electrical market, The, 
1054 

lew Zealand, Prospects in, 1094 
New Zealand, Rural electrification in, 

ew aland’s electrical imports, 346, 
637, 825 


Next ten i The, by H. Wil- 
loughby-Ellis, 811 
refined 


Nickel-co and nickel, 
or, 

Nile Delta electricity scheme, The, 867 

Nitrate oficinas, The electrification of, 


North-East Coast, Electricity char; 
y ges 


on 

North-East Coast, Frequency  stan- 
dardisation on 21 

North-East England Scheme, The, 
195, 201 


North London tube scheme, The, 1038 

North Blectrical development 
in, 

North-Western Area Council and 

rd, The, 345 

Northern Chromium Co., Ltd., The 
thermal-storage system of the, 560 

ot Ireland. Wiring in, by 

Norway, ” American activities in, 1152 

Norway, Export of electricity from, 


Norwegian imports, 747 

Notable display, A, 526 

Nottingham contractors and municipal 
trading, 165 

Nozzles, Steam-turbine, 561 

Nystagmus, Miners’, 980 


Beller-Spruyt, J. 
Billows, F. H., 
Blau, Dr. F., 127 


Brady, N. F., 

Bristol, Professor W. H., 1206 
Brookman, H. W., 454 
Brown, A., 


Buchanan, J. E., 742 
Caillard, Sir Vincent, 599 
Callender, Anny H. L., 218 


Cave, J., 11 

Cheverton, P. G., 647 
Cooper, O. J., 834 
Cradock, Lt.-Col. M., 29 
Deleteti, 219 

Dennis, 


W., 877 
Dubendorfer, Herr J. J., 219 
Falk, V., 77 
Ferranti, Dr. S. Z. de, 127 


Field, M. B., 356, 922 
Fletcher, T. A., 647 
Fodor, S. V., 


Gracie, Sir Alexander, 453 


Groves, J. R. G., 262 
Gumlich, Dr. E., 966 
Hedley, Dr. W. S., 696 
Hide, W. D., 219 
Hirst, J., 1069 
Holgate, H., 311 
Horstmana, E. H., 219 
Howell, J. C., 43 
Hoy, Sir William, 356 
Inglis, J. M., 742 


Longbottom, Sir Benjamin, 876, 922 
Lupton, A. G., 311 

Malcolm, Col., 647 
McFerran, Major J. C. G., 454 
Michelson, Prof. A. A., 77 
Nussbaumer, O., 127 

O’Hagen, H. O., 877 

Olver, Major G. T. W., 877 
Pennington, T. R., 403 
Phillips, C. J., 552 

Pringle, P. J., 1162 

Rateau, Prof. A., 127 
Raworth, J. E., 1119 

Read, mr F. E., 834 


Reed, 966 

Rock, A. F., 696 

Ryan, J. P., 922 

Sankey, B., 174 
Ibie, 


Sinclair, D., 877, 921 
Smith, 
peight, J. 

L., 552 


Spence, Dr. J. W. 
Sperry, E. A., 1 

Swinton, A. A. Campbell, 356, 402 
Tait, A. W., 787 

Thomson, H. L., 454 

Trench, C. S. Le Poer, 29 
Watson, H. C., 696 

Watson, W., 356 

Weber, Major W. V., 647 
Williams, W. J., 453 

Wilson, J. B., 

Woodyatt, A. W., 262 

‘Zweigbergk, T. von, 696, 742 


Obligations of electricity committees to 
municipal electricity undertakings, 
by Alderman R. S. Chatfield, 1079 


Official Returns— 


Abingdon Electric Supply Co., 878 
Accurate Recording Instrument Co., 


Electric Wire and Cable Co., 


Adelaide Electric e Co., 743, 967 
Aeonic Radio, 404, , 600 

A.F.A. Accumulators, 507 

A.F.M. Electrical Service, 1070 
Alert Electrical Co., 77 

Alldays & Onions, 455 

Allerton Electrical Supplies, 600 
Allite, 835 

Alpha and Electrical 


Anemostat, 

Armorduct Cable Co., 788 

Aron Electricity Meter, 128 

Artandia, 553 

Ashton Electrical Co. (Preston), 174 

Associated Wireless Co., 1070 

Badman, V., 743 

Bann Syndicate, 788, 1039 

Barbados Electric Supply Corpora- 
tion, 789 

Barlborough Electric Supply Co., 220 

Barnett, C., 648, 743, 

Barnett, S., & Co., 455 

Bayliss, March & nag 263 

Baynes Electrical Co., 1163 

Bective Electrical Co., 455 : 

Bel Canto Radio creed Co., 697 

B.E.N. Patents, 

Bestolamps, 30 

B.H.M., 743 

Bogota Tele; 

Bordesley 
1164 

Bowers & Barr, 357 

Bowyer-Lowe Co., 30 

Britain's Best Crystal, 967 

British Battery Co., 

British Brown-Boveri, 455 

British Electrical Instruments, 789, 


me Co., 649 
lectrical Accessories Co., 


835, 1120 
Electrical Reproduction 


British Illuminated Signs, 312 
British Phototone, 743 

Brittain, J. V., & Co.. 454, 835 
Brookhirst Switchgear, 404, 553 
Brownie Wireless Co. of Great 

Britain, 552 

Bude Electric Supply Co., 264 
Wells Electric Supply Co., 


74 
Bullers, 697 
Burgess Hill and District Electric 
Supply Co., 1164 
Burgoyne Wireless, 220 
Burma _ Electric Co., 789 
Burt, Escare & Deneille, 835 
Cablon, 697 
C.A.C. Valve Distributing Co., 1163 
Camden Engineering Co., 967 
Capel & Co., 128 
Cardiff Electrical Repairs, 1164 
Castellina Co. (1926), 507 
Castle Fuse and Engineering Co., 


455 
Cattley Accumulator Co., 697 
Celestion, 923 


Official Returns—continued. 


Central Power Engineering Co., 404 
Central Wireless Co., 312, 1070 
Century Electric Co., 506 
(Ship) Telegraph Co., 


Chili Telephone Co., 697 

Chislehurst Electric Supply Co., 30 

Choppin, O. S., & Co., 312 

Christy Bros. & Co., 

City and General Radio Co., 312 

City Electrical Appliances, 1070 

City of Oxford Motor Services, 263 

Cleartron (1927), 878 

Cleartron Radio, 263 

Cleveland and Durham Ekectric 
Power, 648 

Collier, John, & Co. (Electrical En- 
gineers), 1163 

Colne Valley Electric Supply Co., 


Colston Electrical Co., 220 
Commercial Telephone and Electrical 
Co., 1207 


Coniston and District Electric Supply 


Consolidated Signal Co., 789 
Corona Lamp Works, 312 
Corwen Electric Lighting Co., 263 
Coventry Electrical Appliances, 77 
Crampton & Co., 1119 

Credenda Conduits Co., 454 
Crompton Parkinson, 454 

Crosland, 77 

Cross & Cross, 506 

Cunningham Slater, 878 

Curtis Manufacturing Co., 78 
Cutting Bros. +» 263 

Dakol Electric, 600, 743 

Darimont Electric Batteries, 697 
Davies, Kent & Stewart, 649 
Davis Electrical Co., 553 

Dean & Gosling, 743 

Dean & Noble, 552 

Deane, Edward, & Beal, 697 

— Supply and Traction 


Dewhurst, Edward, 77 
Digby, Thomas J., Illuminating En- 
gineering -» W4 
Direct West India Cable Co., 357 
Dorian Wireless, 967 
Douglas, H. D., & Co., 967 
Drake & Gorham, 220 
Dulverton Electric Lighting Co., 967 
Dunoon and District Electricity Sup- 
ply Co., 600 


Co., 220 
E.A. Manufacturing Co., 697 
East India Tramways Co., 455 
Eastern Wireless Co., 835 
Ecco Radio, 78 . 
Edison Swan Cables, 697 
Edison Swan Electric Co., 878 
Electric Construction Co., 835 
Electric Driers, 220 
Electric Lamp Distributors, 697 
Electric Reduction, 263 
Repeating 


Electric Services (Liverpool), 878 
Electric Sign Co., 506 
Electric Supply Co. of Victoria, 455 
Electric Transmission, 
ee and Chemical Ebonite Co., 


Gramophones, 


Finance and Securities Co., 


Electrical Importers (Hull), 649 
Electrical Name and Numerical Sign 


Co., 
Electrical Power Engineering Co. 
(Birmingham), 1119 
Electrical Power Fitting Co., 1070 
Electrocord, 
Electrodrives, 967 
Electroflo Meters Co., 506 
Electrohomes, 1039 
Electro-Mechanical Supplies, 789 
Electro-Metals, 878 
Emery & Co., 1164 
oe Electrical Engineering Co., 


Energo Products, 788 
Fluid-Free Cell 


Co., 
English Electric Co., 1070 
Erico (Electrical Services), 220 
Ericsson Telephones, 174 
Essaness Radio & Electrical Co., 789 
Evered & Co., 648 
Excelsior Electric Cleaner Co., 220 
Magnetos and Ignition Co., 


Exe Valley Electricity Co., 835 
Fada Radio, 697 

Fairvlites, 1163 

Falshaw, R., 263, 743 
Faulkner & Co. (Manchester), 506 
Fellows Manufacturing Co., 
Ferolite, 174 

Ferranti, 357 

Ferrow Electrical Co., 743 
Flather & Co., 878 

Flinders (Wholesale), 357 

Forest City Electric Co., 878 
Foster, W. D., & Co., 743, 1164 
Foundation Co., 553 

Frver & Hartley, 788 

Full Light Safety Lamps, 264 
Furneaux & Thomas, 1164 

F. W. Lamp Co., 30 

Galliers (Wholesale), 1039 
Gardam, Harry H., & Co., 967 
Gas and Electricity Development Co., 


649 
wes. Park Electricity Co., 1039, 
General Cable Manufacturing Co., 


Gent & Co., 648 
Gilbert, T. C., & Co., 128 


4, 1930. 


Official Returns—continued. 


Globe & Simpson, 78 
Goddard, P., & Co., 967 
Gravesend and _ Northfleet 
Tramways, 
Gray, J. W., & Son, 357 
Great Western Ignition Co., 1039 
Greater London Power Co., 552 
Green, Howarth & Co., 743 
Grierson; 648 
Haddon & Pearce, 1163 
Hailwood & Ackroyd, 263, 743 
Halifax and Bermudas Cable Co., 506 
Hall, T., & Co., 507 
Accessories (1928), 


Hare, C. H., & Son, 697 

Harmonic Radio Co., 923 

Harrison Brothers (Electrical Engi- 
neers), 648 

Hawker, G. S., 4 

Hazeltine mee Radio Sets, 648 

Healing, L. J., Co., 78 

H.E.C, Electric Co., 1207 

Helio Dynamo Co., 600 

Hellyar, Sydney, 312 

Helsby Cables, 1070 

Henderson, W. J., & Co., 835 

Hewittic Electric Co., 648 

Hexham and District Electric Supply 
Co., 967 

Hill, George, & Co., 697 

Holophane, 78 

Hook, William J., & Co., 609 

Horley and_ District Electricity 
Supply Co., 264 

Hornsey, H = 

Hughes, Alfred H., & Co., 1207 

Hulett, D., & Co., 404 

Huni, John A. H., 697 

Husbands, Hart & Warburton, 220 

Implitico, 648 

Improved Wilson 
Electrical Co., 

India Rubber, Gutta Percha and 
Telegraph Works Co., 648 

Instrument Wires and Cables, 404 

International Hydro-Electric De- 
velopment Syndicate, 789 

Inventum Eiectrical Appliances, 220 

Invincible __ Electrical Engineering 
Co., 697 

Jackson, C. B., & Co., 128 

Jecsey Electric Lighting and Power 


Electric 


Microphone and 
263 


3 
Johnson & Murrell Electric Co., 967 
ee i William, & Co. (Sheffield), 


Jones, Ernest, & Co., 835 

Jones, Ernest (Bradford), 743 
Jones, R. Langston, & Co., 

Julians, of Reading, 128 

Kalinsky, S. (Aldgate), 455 

Kamm & Co., 220 

Kartret Switchgear Co., 404 
Keighley Electrical Engineering Co., 


454 
Kent co Electric Wire Co., 312, 


Keswick Electric Light Co., 128 

Kinetic Elutriators, 

King, C. B. (Magnetos), 878 

Kingsland Engineering Co., 220 

Kitson Lights, Pumps and Refrigera- 
tors, 1207 

K.N. Electrical Products, 788 

Kye Electrical, 455 

Lamp | Co., 878 

Lancashire Electric Light and Power 


0.5 
Lancashire Telephone Systems, 789 
Lancashire United Transport and 
Power Co., 878 

Langham Radio, 454, 553 
Langrish, E. A., & Co., 263 
Leach, S. G., & Co., 1120 
Leamington and Warwick Electrical 


Co., 878 
L.ES. Distributors, 1119 
Light-o’-Day Electric 

( 


927), 
Liskeard Gas and Electricity Co., 648 
Lissen, 
Lockett, Lloyd & Statham, 835 
London and Provincial Radio Co., 264 
Radio 


Lamp Co. 


Manufacturing Co., 


Lustre Electric Lamps, 967 

Lymington Electric Light and Power 
Co., 

Mackie, W., & Co., 263 

Magna Wire and Cable Co., 455 

Magneto Concessions Company (Eng- 
land), 1164 

Malay and Eastern Power Develop- 
ment Co., , 1120 

Malby, F., & Co., 357 

Matthews Electric Signs, 743 

Mawdsley’s. 

Maybrook Electrical Co., 454 

McGoff & Vickers, 357 

M.C.L. & Repetition, 743 

Mead & Jeffery, 312 

M.E.D.A.S., 312 

Melbourne Electric Supply Co., 78 

Mercer, E., 

Mersey Cable Works, 454 

Metalite Co., 40% 

Metallic Seamless Tube Co., 697 
Metropolitan - Cammell Carriage, 
Wagon and Finance ., 648 
Metropolitan Electric Cable and Con- 

struction Co., 
Mica Manufacturing Co., 1164 
Midland Electric Manufacturing Co., 
1119, 1163 
Modern Radio. 1163 
Montevideo Telephone Co., 649 
Moreland Electric Welding Co., i070 
Morley Electrical Engineering Co., $23 
Morris Electrical Co., 743 
Moy, Ernest F., 835 


Ireland, A. M., 922 
Jameson, C. J., 29 
Judd, W., 403 
King, F., 787 
King, Mrs. W. N. Y., 268 
‘ | 
An 83: 
20 
878 
Adams, C., 127 
Aliwork, J., 29 
Andrews, H. J., 77 
J. J., 74 
Barton, + 174 
Baynes, S. W., 311, 356 


ra- 


wer 


Juty 4, 1930. 


Official Returns—continued. 
“*M.P.A.”” Wireless, 30, 220 
Nalder Bros. & Thompson, 649 
Nantwich Electric, 1207 
Nefa, 788 
Nelson kLlectric Co., 1070 
Neon Lights (1928), 553 
Neron Lamps, 
Electricity Co., 


and Seaford Electricity 


New Phonofone Telephone Co., 697 
Newport Electrical Co., 220, 1039 
Nicholson, L., & Co., 220 
Nivalight (1928), 835 
Nordisk Electrical Power Co., $23 
Norman Radio, 1: 
Northampton Electric Light and 
Power Co., 
Northampton Radio, 878 
North Metropolitan Power 


North Wales Power Co., 878, 923, 967 
N.S. Accumulators, 128 

Octron, 263 

Oldham Electrical Contractors, 1070 
Orion Lamps, 553 

Oxford Radio Supplies, 220 

Ozonair, 30, 174 

ate and European Telegraph Co., 


- Painter & Madew, 923 

Palestine Electric Corporation, 78 

Para Electric Railways and Lighting 
Co., 30 

Park Bros., 1070 

Partridge, M., & Co., 743 

Perak River Hydro-Electric Power 


Co., W4 
Petersfield Electric Light and Power 
Cc 


Station 


O-y 

Phantestra (Renn’s Gramophon 
and Wireless), 404 

Philips Lamps, 78 

ae | Dynamo Manufacturing Co., 


Piccadilly Signs, 1163 
Pickvance, 789 


Polo Battery Manufacturing Co., $35 

Pontypool Electric Light und Power 

Co., 648 

Potter, F. W., & , 174 

Powdrill (Southampton), 743 

Power and Lighting Cables, 1164 

Power and Traction Finance Co., 7&9 

Power Construction Co., 312, 357 

Poynter, Griffiths & Co., 166 

Prangnell Partners, 

Precision Electric, #4 

Premier Electcic Co. (Stockport), 220 

Premier Whoksi'e I:lectric Co. 
(Stockport), 78 

Frice’s Electrical Supplies, 506 

Radiax, 357 

Radelle Co., 507 

Radio Company of Great Britain, 743 

Radio Experts, 785 

Kadio Finance Cvu., 454 

Radio Improvement (0., 557 

Kadio Maritime 

Kadio Supply Co, 553 


lectrric Tramway and 
upply Co., 128, 17% 
Raven, Peter, & Co, 
Rawlings Bros.. 128 
Read & Morris, 600 
Reese, C. H., & Co.. 
Reilly & Brookes, 878 
Rheostatic Co., 128 
Richmore Vaive Co., 835 
Richson & Co. (1929), 1208 
Ridout & Ratcliff, 357 
Ripault, 357, 404 
Rissik, Fraser & Co. (formerly Rissik, 

Fraser, Spinks & Co.), , 1208 
Robins, 174 
Robinson & Hands Electric Co., 506 
Robson, W., & Sons 743, 923 
Rolyat Electrical Co., 

, W. A., 553 
Rooke Bros., 220 
Rosewarne, T. V., 923 
Rotax (Motor Accessories), 697 
Rubon, 1039 
Ruskin Accumulator Service, 878 
Ruskington Electric Supply Co., 552 

ghting 


128 


St. Austell and District ard 
Power Co., 648 

Sadia, 743 

Samoiloff’s Lighting Scheme, 743 


nton, 
Satchwell, T. H., 77 
Saunders, E. (Margate), 1039 
Sax, Julius, & Co., 
Scattergood & Johnson, 78 
eae | Electric Supply Corporation, 
Segal, J., 788 
Selectors, 552 
triage Elect Supply Co., 967 
nybri ectric Supply Co., 
Shaw, Fletcher & Co., oor 
Shirebrook Electric Supply Co., 553 
Stmreham and District Electric Light- 
ing and Power Co., 
Sidley, A. Melville, 743 
Siemens Bros. & Co., 
Siemens-Schuckert (Great 


455 
Simmonds & Stokes, 1207 
Simplex Conduits, 
Sloan Electrical Co., 1207 
Solaflex (1930), 1070 
Sound Recorders, 878 
Staffordshire Electrical 


Britain), 


Accessories 


Co, 553 
Stearn Electric Co., 506 
Stella Lamp Co., 1039 
Stelman Projection Lighting, 743 
tj Telephone and Electric Co., 
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Official Returns—continued. 

Stevens & Cole, 264 

Stickling, R. E., 878 

Stonehills, 220 

Stonham, H. A., & Co., 78 . 

Strange & Sons Electrical Engineer- 
ing Co., 454 

Stuart Electrical Co., 263 

Sudan Light and Power Co., 506 

Sullivan, H. W., 357 

Sun Electrical Co., 

Surrey Wholesale Electrical Co., 553 

Sussex Electricity Supply Co., 55: 

Sykes, W. R., Interlocking Signal 
Co., -128 

Synchronome Co., 506 

Tamplin & Makovski, 78 

Tee, J., & Co., 1164 

Tel-a-Lite and Accessories, 835 

Telegraph Condenser Co., 1208 

Telford, Grier & Mackay, 404 

Thalberg Halstead, 697 

Thermo Path Co., 1039 

Tozer, George H., 77 

Tredegars, 312 

Truphonic Radio, 1163 

Tubes, 357 

Tungsten Manufacturing Co., 107 

Tungstone Accumulator Co., 835 

Turner, Atherton & Co., 264 

T.V.E.  (Triplex-Blade _ Ventilating 
Engineering) Co., 312, 357 

Twiss Electric Transmission, 697 

Underground Electric Railways Co. 
of London, 743 

Union Welding Co., 697 

United Electric Tramways Company 
of Caracas, 263, 264 

Upfields Wireless, 1039 

Vactite Wire Co. (1919), 404 

Vac-Tric, 1070 

Vandervell, C. A., & Co., 174 

Vee Cee Dry Cell Co., 553, 600 

Venezuela Telephone and Electrical 
Appliances Co., 697 

Victoria Electric Plant Co., 878 

Victoria Falls and Transvaal Power 


Victoria Garage and Electrical Co., 
Vincent 


128 
Vio-Ray Electric Co., 30 
Voltron Co., 697, 835 
Vulco Dry Battery Co., 923 
Wakelin’s Wireless Co., 600 
Walker, E. O., & Co., 1120 
Wallace Magneto Repairing Co., 1208 
Walter Denis Manufacturing Co., 878 
Ward Services, 404 
Wardle Engineering Co., 648 
Warren rothers (Middlesbrough), 


Watshams, 507 

Weald Electricity Supply Co., 128 

Wellington District Electricity Co., 
835 


Switchgear Manufacturing 


Wenham Lighting Corporation, 649 

Wessex Electrical Supplies, 1119 

Western Electricity Supply Co., 404 

Western Telegraph Co., 648 

Westminster Electric Supply Corpora- 
tion, 878 

Westminster Engineering Co., 357 

Weston Electric Lamp Co., 878, 923 

White, Jacoby & Co., 788 

White, J. G., & Co., 264 

Whittaker Bros., 649 

ae Electric Supply Stores, 

Wilkins Electrical Works, 878 

Wilkinson, Bentley & Co., 128 

Wilkinson, Thomas, (Arnside), 30 

Wilton Trust, 1208 

Wireless Apparatus, 30 

Wireless ngineering Co. 
thorpe), 87: 

Wolf & Morgan, 553 

Wombwell Electrical Contracting Co., 


506 
Woodfyt Sales, 1070 
Woodstock Power Syndicate, 506, 743 
Wright Motors, 220 
Yale Electric Power Co., 404 
Yeldon, G., 404 
Young, C. F., 552 
Young, Osmond & Young, 878 
Zenith Electric Co., 697 


Oil circuit breaker, A large, 25 

Oil circuit-breakers of essrs. Fer- 
guson, Pailin, Ltd., New, 973 

Oil-engine temperatures, 720 

Oilengines for peak loads, 526 

Oil-filled electric cables, by 
Horley, 137 

Oil purification, 260 

Oil surveying by wireless, 833 

Olympia floodlighted, 493 

Olympia, The new Empire Hall, 217 

Omnibus electric li hting, 

Operating tables, The lighting of hos- 
pital, 171, 795 

Optimistic report, An, 210 

Oratory, After-dinner, 

Orders, Telephonic and verbal, by W. E. 
Jackson, 111 

Output, Illumination and, 725 

Ovens, Baking, by W. Ellerd-Styles, 
612 


Overhead-line construction and eléctri- 
city supply on the Continent of 
Europe, Methods of, by Major 
Theodore Rich, 86 


(Scun- 


R. E. 


Overhead-line corrosion, by G. W. 
Molle, 1132 

Overhead Lines Association supper- 
dance, 260, 354, 

Overhead Lines Association, The, 86, 
229, 890, 1132 


Overhead lines in France, 1089 


Overhead lines, The design of, by E. A. 
Boyd and C. Bollam, 1142 

protection, Tranfuse,” by 
R. i 


. Biles, 820 
Overseas electrical trade, Our, 117, 146, 
177, 653, 


Overseas factories for Australia, 1067 
Overseas information, 282 

Overseas markets for batteries, 956 
Overseas trade, 718 

Overseas trade development, 496, 731 
Oxide coated filaments, 113 


panes Association, The, 786 


Palestine, Electricity supply in, 533 

Paris Agricultural Show, The, by R. 
Borlase Matthews, 630, 675 

Paris, Kerbstone advertising in, 110 


Parliamentary Notes— 
Admiralty, Electrical engineers in 
the, 205 


Assisted wiring schemes, 664 

Bankers Development Co., The, 893 

Battersea power station, The, 277, 
474, 664 

B.B.C. chairman, The new, 1134 

Government use of, 


Electricity charges in, 


Brixham Gas and Electricity Bill, 276 
Budget, The, 422, 758 
hydro-electric scheme, A, 


Cardiff Corporation Bill, 609 
Carmarthen and the grid, 609 
Central Board chairman, The, 422 
Central Board finance, 664 

Electricity Board contracts, 


Channel Tunnel, The, 205 

Charges, Electricity, 805, 918 
Charing Cross Bridge Bill, The, 422 
Cinemas, Electrical plant in, 277 
Criticisms of the Post Office, 343 
Derby Corporation Bill, The, 522 
and holding companies, 


Domestic heating, 1026. 
Electricity Ordef, The, 522, 


Eight Hours Bill, The, 205 
Electricity Commission, The, 297, 


Electricity inquiries, 713 

Employés in the P.O. Engineering 
Department, 1134 

Fumes from power stations, 758 

Gas and electricity finance, 568 

say London and Counties Trust, 


Imperial wireless charges, 609 

electrical goods, 1134 

Industrial disputes, 

Jersey cable, The, 44 

Lighthouses, Electrical 
tion with, 

ere | of railway coaches, The, 568 

L.N.E.R. electrification, 297, 421 

and purchase rights, 


communica- 


London electric light charges, 609 
Marple electricity scheme, The, 276 
Metropolitan Railway Bill, 569 
Municipal trading, 344 

Electrical machinery in the, 


Newport (Mon.) Co ation Bill, 
Norfolk, in, 


421, 
Notting Hill Company, The, 297 
radio-telephony, 665 
Palestine electricity schemes, 893 
Picture telegraph service, 609 
Prisons, Electric light in, 277 
Railless traction in London, 1026 
Railway electrification, 205, 
Rationalisation of industry, The, 805 
Scottish case, A, 474 
Scottish electricity schemes, 664 
Scottish Power Bills, 569 
Severn barrage scheme, The, 205, 
522, 713, 1222 
Shropshire, Worcestershire, and Staf- 
jordshire Company's Bill, 276 
Sound signalling apparatus, 918 
Southern Railway Bill, The, 205 
eee 4 system, Improvement of 
the, 713 
Telephone set, The new, 664 
Telephone system, The, 569 
Telephony to Australia, 664 
Traffic signals, Electric, 474, 1026 
Train lighting, Electricity and gas 
in, 1222 
Transatlantic telephone charges, 805 
“Underground Companies’ Bill, 
The, 421, 665 
Underground schemes, 44 
Unemployment, 205, 1026 
Unemployment, Electricity and, 44 
Unemployment in the engineering in- 
dustry, 893 
Voting apparatus, Electrical, 713 
Wessex scheme, A delayed, 343 
Wireless licences, 1134 
Wireless-telephony, 297 
Wireless-telephony, Research in, 758 
Wireless-telephony, The future of, 473 
Wirral railway electrification, 1026 
Yorkshire, Electricity supply in, 805 


Passenger transport, The co-ordination 
of 

Patent application, 1152 

ee * extension, Applications for, 781, 


xt 


Patent specifications, Published, 47, 95, 
143, 191, 235, 279, 327, 375, 423, 
475, 523, 571, 619, 667, 715, 759, 
Wr, 831, 895, 939, 983, 1043, 1091, 
1135, 1179, 1223 

Patent, The gasfilled lamp, 1154 

Patents, 1043 

Patents and trusts, 636 

Patriotism and publicity, 478 

Peak loads, Oil-engines for, 526 

veak, The winter, 146 

Pennsylvanian Railway, Electrification 
of the, 28 

Penny postage, The F.B.1. and, 117 


. Pension scheme, Johnson & Phillips's, 
1030 


Pension scheme, The Standard Tele- 
phones, 1108 

Perak River hydro-electric scheme, The, 
228, 307 


Peru, Electrical imports of, 606 
Petrol-electric vehicles, 172 

Philips company, A new, 822 
| Lamp Works organisation, The, 


Photo-cells and relays, 611 

Photoelectric cell, A new, 

Physical Society’s Exhibition, The, 2, 
139, 182, 226, 267, 324 

Physics in wireless, 1116 

erystals,“by H. J. Lucas, 


Planning, by A. W. Wills 


more, 


Depreciation of electrical, by 


Plant for America, High-temperature 
British, 832 

Plant, Hackney prefers British, 115, 162 

Plant of 1.C.1., Ltd., The power, by 
H. A. Humphrey, D. M. Buist, and 
J. W. Bansall, 562, 598 

Plant, Power station, by W. J. Oswald 
and E. W. Greenway, 705 

Plant, The Hebburn short-circuit  test- 
ing, by H. W. Clothier, 996 

Plant, The transport of heavy, 116 

Plants, The electrical effects of irradia- 
tion on, 645, 676 

Plater's motor-generator, A large, 550, 


“‘ Plough Inn" floodlighted, The, 308 
i. and sockets, B.S.S. for charging, 


on sockets, B.S.S. for reversible, 


Poland, Conditions in, 1107 

Poland, Lamp manufacturing in, 588 

Poland rejects American electricity 
scheme, 1107 

activities in, 1067 

olish electrical machinery imports, 910 

Polish electrical schemes, "153 

Polish electrification syndicate, 587 

Polish foreign electrical trade, 163, 251, 

b 1196 

Polish insulating tube syndicate, 117 

Polish transport exhibition, A, 64 

Political situation and the electrical in- 
dustry, The Indian, by J. 
Meares, 

Pollution, Atmospheric, 941, 972 

Pomerania, The electrification of, 259 

Porcelain, Electrical, 171 

Porcelain testing, 874 

Formeent power station, The, 478, 482, 


Portobello extensions, The, by D. S. 
Munro, 901 

Portobello power station, The, 898 

Portugal, Electrical undertakings in, 


‘ 
Portugal, Electricity supply in, 74 
Portuguese Customs tari, The, 207 
ee East Africa market, The, 


Portuguese market, The: An _ inquir 
1031 


Positive electricity, A theory of, 308 
Post Office men's wages increase, 253 
Poultry — Electricity on the, 423, 


Poultry heaters, Electric, 831 

Power accumulation, Hydraulic, by A. 
Page, 242 

Power company’s initiation, A, 622 

Power engineering, Communication and, 
by Col. Sir T. F. Purves, 518 

Power export, Norway's, 550 

Power-factor measurements, Low, by 
E. H. Rayner, W. G. Standring, R. 
Davis, and G. W. Bowdler, 799 

factors of motors, Locked-rotor, 


Power from the sea, 90 

Power in rural districts, Electric, 73 

Power plant of I.C.I., Ltd., The, by 
H. A. eons, M. Buist, and 
J. W. Bansall, , 598, 646 

Power plant, The Billingham, 525 

Power station, A floating, 832 

at Valparaiso, Projected, 


Power station, Barton, 621 

Power station, Battersea, 309 

Power station, Deepwater, 597 

Power station extensions, 623, 763 

Power station extensions, Leicester, 401 

Power station extensions, The Porto- 
bello, by D. S. Munro, 901 

Power station fumes, Barton, 260 

Power station, Hell Gate, 657 

Power-station plant, by W. J. Oswald 
and E. W. Greenway, 705 

Power station staffs’ salaries, 163 

Power station, The Barton, by H. L. 
Guy and H. C. Lamb, 661, 704 

Congestion, The Portishead, 478, 482, 


53) 
Power station, The Portobello, 898 


= 
i- 
a A large pumping, 692 
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Power station trends, 987 

Power stations, Emissions from, 1116 

Power. stations, Grid, 

Power-transformer manufacture, 885 

Pressure indicators, Engine, 27 

Pressure vessels, Welded, 569 

Prevention of dirt on slip rings, 1005 

Price of electricity, The, 2 

Price reductions, 867, 1110 

Prince Edward Theatre, The, 679 

Private arrangements, 19, 164, 208, 252, 
300, 347, 393, 444, 495, 638, 686, 
734, 781, 957, 1029, 1058, 1110, 
1153, 1196 

Problems, Frequency change, by P. 
Huggins, 283 

Problems of the electrical industry, by 
A. G. Beaver, 671 

Production, Electrical engineering, 637, 
824, 1059 

Production in 1929, Industrial, 445 

Production of electricity in the United 
States, The, 336 

Production planning, by A. W. Wills- 
more, 

Production, The next Census of, 18 

Progress forecast, Rapid electrical, 180 

Prospects of the electrical industry, by 
Sir Benjamin Longbottom, 378 

Prosperity, A menace to electrical, by 

Sir Hugo Hirst, 527 

Protection of traders, he, 1028 

Protection, Tranfuse overload, by 
R. W. Biles, 820 

Protective equipment, Distribution, 932 

Provincial Electric Supply Association, 
The, 253 

Publicity, Patriotism and, 478 

Pulverised-fuel firing as affecting 
economic boiler-house operation, by 
G. H. Lake, 1081 

Pumping plant, A large, 692 


Z 1038 


_ NG-TRACK lighting, 1037 


Radio amalgamation, Large American, 
823, 09, 955 

Radio apparatus exports, Dutch, 18 

Radio apparatus industry, The Ger- 
man, 636 

Radio apparatus in Italy, 131 

Radio dealers, A new aid to, 779 

Radio direction-finding, by R. H. Bar- 
field, 714 

Radio Exhibition at Tokio, 167 

Radio Exhibition, French International, 
779 

Radio Exhibition, German, 492 

Radio Exhibition, Proposed Scottish, 120 

Radio exports, Great Britain’s, 65, 251, 
492, 637, 823, 1056 

Radio in Ceylon, 75 

Radio industry, The United States, 684 

Radio instruments, Some new, 294 

Radio manufacturers’ stop list, 442 

Radio manufacturing in Australia, 1027 


Radio Notes— 


Amateur transmitters, 915 

Amplifiers, 1063 

Atmospherics, 961 

Australia, 71, 169, 304, 449, 547, 915, 
106: 


063 

Austria, 23, 169, 397, 961 

Battery ¢liminators, 784, 915 

Belgium, 122 

Blackburn 1114 

Brazil, 169, 784 

British Broadcasting Corporation, 
The, 23, 257, 593, 7% 

Brookman’s Park, 169, 449 

Canada, 71, 351, 499, 547 

Ceylon, 351 

Chester, 915 

China, 1034 

Czecho-Slovakia, 828, 1157 

Denmark, 71, 257, 593, 961 

Empire transmitter, 71 

European licences, 7: 

Finland, 1034 

France, 257, 397, 690, 738, 784, 828, 
1113 


Free licences, 738 

Gale damage, 122 

Germany, 23, 71, 123, 169, 213, 304, 
- 397, 915, 961, 1201 

Greece, 499 

High-power stations, 593 

Holland, 23, 547 

Hungary, 1034 

1.E.E. Wiring Regulations, 1034 
Imperial broadcasting, 593, 784 
India, 257, 397, 872, 1063, 1157 
International broadcasting, 71, 213, 
International Union, 1063 

Irish Free State, 213, 961, 1034 
Italy, i169, 738, 1063 

Jamaica, 872 

Japan, 304 

Lancashire, 915 

Adregemn 304, 351, 499, 690, 828, 961, 


Luxemburg, 397 

Mains-driven sets, 397 
Manchester, 1114 

National Theatre, 1113 

New Zealand, 351, 1157 
Northern regional scheme, 828 
Norway, 1114 

Pirates,” 872 

Portugal, 257 

Public loud-speakers, 547 
Radio exchange, 500, 1063, 1114 
Rawtenstall, 1063 

Regional transmission, 71, 449, 690 
Regulations, 1034 
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Royalties, 915 

Shipley, 915 

Spain, 351 

Static interference, 1114 

Sweden, 169, 213 

Switzerland, 397, 500 

Television tests, 547 

Tramway interference, 961 

United States, 23, 123, 170, 257, 304, 
449, 690, 784, 872, 915, 961, 1063, 
1157, 1201 

Uruguay, 1114 


Radio receiver performance, by H. A. 
Thomas, 185 

Radio Research Board, 569 

Radio Societies, London, 1066 


apparatus, Selected, 


Radio-telephony, Ship-shore, by Col. 
Sir T. F. Purves, 847, 865, 929 
Radio trade, The world’s, 1127, 1152 

Radio Week Campaign, 17, 116 

me. Wholesalers’ Federation, The, 

Exhibition, The, by 

Banner, 10, 60 

Cheaper, by J. W. Parker, 


Radiological 
W 


Railway electrification, by R. T. Smith, 
1176 

Railway electrification in Costa Rica, 
703 


Railway electrification, Swiss, 797 
** Railway House,’’ Floodlighting, 919 


Railway Notes— 
Australia, 350, 827, 914, 1112, 1156 
Austria, 59% 
Belgium, 256, 498, 783, 1062 
Brazil, 22, 641 
Buenos Aires, 69, 447, 498, 1112 
Canada, 546, 738, 783 
Costa Rica, 396 
Durban, 70 
Edinburgh, 1062 
France, 69, 303, 1112 
Germany, 69, 688 
Glasgow, 688 
Great Western Railway Co., 498 
Italy, 396, 447, 546, 827, 871, 1062 
japan, 212, 641, 688, 783, 827, ¥15, 

1063, 1112, 1200 
L.M. & S. Railway, The, 257, 396, 642 
L.N.E. Railway, The, 168, 257, 689 
London, 22, 70, 122, 168, 304, 350, 
546, 642, 871, 915, 1033, 1063, 1156 

Montreal, 783 
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